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U. S. LEGATION BUILDING, PEKING, CHINA. Mr. Sidney H. Nealy, Architect. 
No. 367 IDEAL Sectional Boiler and 3,543 square feet of AMERICAN Radiation which were sold through 


Mr. Charles H. Graves of Chicago, who transacted the business of purchasing the heating apparatus for 








General Offices, 282-286 Michigan Avenue, Chicago. 


AMERICAN RADIATOR COMPANY 














Warmed by one 


See Page 179 for Adiresses of Sales Branches, 





06596 JENKINS ’96 SHEET PACKING 


Of OK 7 makes perfect joint instantly; does not have to be followed up; does 
not rot, burn, blow or squeeze out. All genuine stamped with Trade 
Mark as shown in cut. 


JENKINS BROS., 
NEWYORK BOSTON PHILADELPHIA CHICAGO 


Uly 4}(y 








STRONG AND ECONOMICAL | JUST OFF THE PRESS 





ep Star Expansion Bolt Go. the latest information on the subject. Price, 25c. 











RAYMOND 


A complete guide, by Jno. K. Allen. Contains all | rules are weak. 





~ 


RELIABLE CONNECTIONS made between Lead 
* o and Iron Pipe by using the Raymond Ferrule—the 
Testing Drainage, only Lead Ferrule on the market which has an exére 


Plumbing and Gas Piping thickness of lead over the shoulder, giving 
strength where it is needed and where other lead fer- 


The genuine article bears our label. 
tocarry, 147-149 Cedar St., New York Ciy | DOMESTIC ENGINEERING, Chicago | RAYMOND LEAD CO. 
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FE Crosby 2x. Valves 2:2 Leak-Proof 


CROSBY STEAM 
GAGE &VALVECO. 
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@ HOLLAND STEAM BOILERS 
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Generate Steam Quickly 
Maintain it Steadily 





7 
i” US 
i 
» 
= , 


y 





ae ees: a 
» wre 
> 


| 
. 
I 
. 

oa 


[ 


With An 


Unvacillating Water Line 
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Air Space in Grate—Fuel Capacity 





Combustion Chamber—LargeCentre 





Connection—Access for Cleaning 





Send for Descriptive Catalog 


Holland Radiator Company 


Plant at Bremen, Indiana 





38 Dearborn Street 160 Fifth Avenue 
Chicago New York 





MALLEABLE IRON VISES, HARD- 
ENED STEEL JAWS—Fully Guaranteed 


E. HENDERER & CO., - - - WILMINGTON, DEL. 


A NEW LINE OF 
SEND FOR SAMPLES AND PR CES 

THE COLUMBUS BRASS CoO. 

210 North 4th Street COLUMBUS, OHIO 


Homestead Valve Mfg.Co. 2: Pittsburg, Pa. 
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INDEX TO ADVERTISEMENTS ON PAGE XXVI 
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An Interesting Booklet 
About Unions 








joints are necessary. 


SEND FOR IT 


Our new booklet is intended to prevent such mistakes. 


An expensive union is often used where a cheap cast iron union would make 


an equally satisfactory joint, and cheap unions are installed where non-corrosive 


It 


describes and illustrates 22 different unions—the most complete line in the world. 








BOSTON 
NEW YORK 
PHILADELPHIA DULUTH 
BALTIMORE WATERTOWN 5&.D. 
BIRMINGHAM OMAHA 
CINCINNATI FARGO, N. D. 

ST. Louis KANSAS CITY 


MINNEAPOLIS 
ST. PAUL 


CRANE CoO. 


CHICAGO 


ESTABLISHED 1855: 


OKLAHOMA CITY 
SIOUX CITY 
SALT LAKE CITY 
SAN FRANCISCO 
OAKLAND CAL. 
LOS ANGELES 


TACOMA 
SEATTLE 
SPOKANE 
MEMPHIS 
DALLAS 
WINNIPEG, MAN. 


PORTLAND, ORE. 
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ESTEAM BOILERS, RADIATORS: 
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THEY GIVE COMPLETE SATISFACTION 
Send for tatest Catalogues 


GURNEY HEATER MFG. CO., a 


12 East d St t 188.200 Franklin St., Cor. Pearl 
NEW TORK. BOSTON, MASS. f 











“CLEVELAND” 
COMPRESSION STOP AND WASTE VALVES 


These valves are designed for use in place of Ground Key Work—-especially on hot 
water and underground, where Ground Key Cocks leak or stick, The loose-disc 
construction is used in these valves, and the Stem is fitted with a piston or plunger 
which is adjusted to enter and fill the waste chamber assoon as the slightest turn is 
made to open the Valve. This immediately shuts off the flow of water from the waste 
hole, and one full turn of the handle will completely open or shut the Valve. Each 
Valve is carefully tested with 250 lbs. Hydraulic pressure, and is absolutely guaranteed. 


The Central Brass Mfg. Co., Cleveland, 0. 
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eae“ — eC 
Dws-Sectional 
URNram 


OILERS 
For Steam or Hot Water 


Clean Out Doors 
Small for two reasons. One for every flue. 
Large doors warp and often require betting 
down the fire before it is practicable to clean 
any single flue. 
With asingle door to each flue, any flue can 
be cleaned any time with any fire. 


Another Strong Feature 
It’s about the fire travel. The hot gases travel 
the entire length of the boiler three times be- 
fore escaping into the chimney thus assuring 
great fuel economy and instant response. 
Write for catalogue. 


THE JOHN DAVIS CO. 


. | CHICAGO 
OT only do you get a line on fire travel and waterways in this 


4 cut-away view, but the water line and steam dome. 22nd and Halsted Streets 

































HO ATER 

















For Heating 
Water for 






Residences, 
Apartment 

buildings, 
Hospitals, etc. 












Steel Storage Tanks 

















ORANGE O86") Send for our New Catalogue 


— a S. WILKS MFG. COMPANY 
ae) : 35th Street and Shields Avenue CHICAGO, ILL. 
NEW YORK HEATER & SUPPLY CO., 160 Fifth Ave., New York City 
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SMOOTH- ON 





TRADE MARK 






Iron 


For 
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Write for 100 page book, showing how to make lead Joiat 
without caulking lead. 


RED LABEL FOR PLUMBERS 


SMOOTH-ON MFG. CO. 


JERSEY CITY, N. J. 


CHICAGO WAREHOUSE SAN FRANCISCO WAREHOUSE 
61-69 N. JEFFERSON) ST. 20 SACRAMENTO ST. 








ENGINEERING 


“Anti- 
Sweat” 
Pipe 
Covering 





When pipes pass through atmospheres of higher tem- 
perature than the water in the pipes, a condensation 
takes place on the surface, which results in dripping. 
Our ‘“‘Anti-Sweat” Pipe Covering overcomes this by 
insulating the co!d pipe from the warm atmosphere. 
It is made of layers of our Water-proof Insulating 
Paper and Corrugated Wool Felt, about '%" thick, fin- 
ished with canvas jacket and metal bands for fastening. 


Write Nearest Branch for Samples and Prices 


H. W. JOHNS- MANVILLE CO. 


Manufacturers of Asbestos and Magnesia Products, Asbestos 
Roofings, Packings, Electrical Supplies, Etc. 


New York Boston Pittsburg New Orleans 
Milwaukee Philadelphia | Cleveland Kansas City 
Chicago St. Louis Minneapolis London Los Angeles 
Seattle San Francisco Buffalo Baltimore Dallas (576) 








LOOK _Into the 
“VACUUM HEATING SYSTEM!” 


Hanna Ball Joint 
Pipe Hanger 





SIMPLEST 
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MADE OF MALLEABLE IRON, 
CARRIED IN STOCK AND FOR 
SALE BY ALL SUPPLY HOUSES. 
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The Penn Engineering 


| Company 
DO IT NOW Write for booklet A Philadelphia, Pennsylvania 


E. J. RYAN, 117 Walnut Street, Danville, Ill, 























PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERBTISEES. 








vi DOMESTIC 


ENGINEERING 





Important Announcement 





This is our No. 3 Machine, Capacity from 4% to 8 inches inclusive. 


We are now prepared to furnish anew ma- 
chine (designated No.4) witha capacity of 
9,10and12 inch pipe. In general ap- 
pearance and mode of operation, this new 
device is identical with our No. 3 as shown 
above and will only weigh about 25 Ibs. 
more. WRITE FOR INFORMATION. 


The Toledo Pipe Threading Machine Co. 


TOLEDO, OHIO 











This cut shows our No. 10 


‘‘Hoefer’’ Adjustable 
Pipe Threading Machine 





which cuts pipe from 2%" to 4". Light, easily 
operated machine. Can cut any desired size 
whatever. The one man machine. 
No. 9-—lin.to2in. No. 10—2%in.to4in. No. 11—4% in. to6in. 
NO CHANGE OF DIES NECESSARY 
WRITE FOR PARTICULARS 


HOEFER MFG. CQ., Freeport, Iil. 











IPOR TABILITY 


is one of the strongest features 
of the Armstrong Pipe Cutting 
and Threading Machines. Even 
the 4inch size can be carried 
to the work where desirable. 
The Armstrong Machines, are 
for hand or power interchange- 
ably and the drive can be 
changed ina moment. The 6 
inch size can be run by an ap- 
prentice without assistance. 
Catalogue of Machines, stocks 
and dies, vises and wrenches, 
and pipe fitter’s tools generally, 
will be sent upon request. 


THE ARMSTRONG MFG. COMPANY 
284 Knowlton St., Bridgeport, Conn. 

















Especially adapted to 
Plumbers and Steam 
Fitters use. Made in 
Six different sizes and 
every Vise all! right. 
Ask for the ‘*Parker’’ 
and you get a good tool. 
Sold by eg 


eechas. Parer Co 
MERIDEN, CONN. 


Hew York Sales Roeme, 
32 Warren $1. 





Huxley Made Go od 


Adapted for all purposes where a 
quick, full, straight opening and a 
positive joint are desired. Works 
under 200 pounds or less. 


Huxley Blow-off Valve — 


None can compare with the Huxley 






i 


Made from 1 1-2 to 3in. 


CATALOGUE FREE ON REQUEST 
Mentioning This Journal 


Huxley Valve Co., 145 mainst., Buffalo, N.Y. 


TL as 


i 


PRESSURE END, 











BLOWHOLES AND DEFECTS 


in castings are quickly and permanently repaired with “’Stick-To’’ Cement. 
See next week for picture of this casting made perfect. Ask for sasnple. 








THE A. WILHELM COMPANY, Reading, Penn. 
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The ‘‘Ideal’’ Wrench 


You may try it 
at our expense. 


Honest, 
conscientious 
and practical 
study of the 
wrench 
problem 
brought out 
this tool. 


It’s a time 
saver. 
A success. 





Call on your jobber or write 
us directly for the booklet 
which describes in detail the 
six points of superiority over 
any other wrench. 


KROESCHELL BROS. CO. 


47 ERIE STREET CHICAGO 

















Malleable 
Galvanized 


Iron Handle 


Extra Long Strap 
Tested 1500 lbs. 


ASK YOUR JOBBER 


Or Write Us 


Scranton 
Specialty 
Company 
Scranton, Pa. 


Other Good 
Things Also 














I will give $1000.00 
in gold any day if I 
can get every real 
user of pipe dies to 
just try my dle. 


I don’t ANY pipe 
threader to buy my die unless 
he is convinced in his OWN 


Want 


mind that mine is the best die 
on earth— 


I claim it reduces labor—‘time consumed—pipe 
threading cost-—all these three at least 50°), and 
I offer to let the doubters of my claim try my dies 
10 DAYS FREE at MY expense. 


MMMM MMT eT A 
; Whitt | iT iit NW! 
DIE) 









l’m game 
1’m sure 
Are your 
Won’t you 
write to me? 
“NYE” 





i Hi) 
bie | 


Nye Tool & Machine Works 


11-17 So. Jefferson Street, CHICAGO, ILL., U. 8. A. 
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Utilize The Exhaust Steam 


Otherwise Nearly 90 Per Cent of the Energy Extracted from Fuel is Lost 


HE MOST PRACTICAL and most profitable economy in a power 
or light plant is the utilization of the exhaust steam. This fact presents a 
—— valuable opportunity to create a District Steam Heating Plant without a 
sensational increase of the original investment, by installing our system of 
District Steam Heating. Thirty years’ experience has made our system 
perfect. We invite correspondence with those interested. Send for our new 
sixty page booklet. It is Free. 


American District Steam Company 
Main Office: LOCKPORT, N.Y. Western Office: Monadnock Bldg., CHICAGO 
Canadian Office, 77 York Street, Toronto 




















Most Plumbers Know “waa 


That the Glauber One Piece Solid Collar 
Bath Cock Supply Pipe is the 
Only Kind to Buy 








No extra joints to leak—No cutting or threading— 
No blowing out — Fit any make bath cock. 
Don't experiment with imitations! The genuine GLAUBER 


Cost no more than the kind you don’t want. 


Patented and patent pending 


Infringers and imitators have been sued. 


Be on the safe side buy only those stamped 


ml 
bros Mees Glauber Brass Mfg. Co. e222 "yam 
CLEVELAND, OHIO 


iti 
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Strongest of all Chain Wrenches 











Gold Medal 
St. Louis, 1904. 


Sent Free: Catalog No. 
42. White for tt. 


Drawing stress entirely upon the Handle—Not on the Jaws, that is why. 
Handle designed to give greatest strength with least weight. Jaws and 
chains made equally strong. 


TRIMONT MFG. CO., 55-71 Amory St., - - ROXBURY, MASS., U.S. A. 


SAUNDERS the STANDARD 


The claim of many makers is: “As good as Saunders”. 
Get the standard at tirst by buying the Saunders tools. 





7 











3 = 2 
Our stocks and dies are light, strong and of superior design 
and finish. Send for catalogue. 


We make Pipe Cutting and Threading Machines to cut and thread up to 18 Inches O. D. 


No. 4-B Pipe Cutting and Threading = [}," SAUNDERS’ SONS, 35 Atherton St., YONKERS, N. Y. 


Machine % in. to 4in. Hand or Power. 

















Notes on JOHN SITIMONS CO. 
104=110 Centre Sreet 


Heating and _ 


Ventilation <> 
IRON PIPE, FITTINGS AND VALVES 


34 $2. 00 For Steam, Gas, Oil, Water and 


NEW YORK CITY 


Electrical Engineering 

















ALLEN Enlarged 
anes High Pressure 
In this edition additional matter has been intro- Steam Specialties 
duced on the construction and design of Hot ee 
Water Heating Systems. There is no better PIPE CUTTING AND MACHINE SHOP FOUNDRY 





authority for you than this book. . . , 
Bending, Coil, Blacksmith and 


Address Book Dept. today . 
Railing Shops 
DOMESTIC ENGINEERING ee _ 


49-53 North Jefferson Street, Chicago, III. Write for Prices mention Dept. D. E. 
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a’ 
Easy to Go. 


“It is always easy to get to Aunt 
Mary’s,’’ said a busy housewife. ‘‘Her 
welcome seems to pull you over there.’’ 
That’s the way with the 


WEBSTER SYSTEM OF 
STEAM CIRCULATION 


With it, the steam circulates perfectly 
at very low pressures. This enables 
each occupant to have just as little 
heat as he wants, which makes him 
happy, and saves you much money. 


Write to-day for booklet 2 H. 








WARREN WEBSTER 
& Co. 


O74 00) a ee) 
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Stub W. T. Bibbs 


Just A Little Different 





ECONOMIC 


DURABLE 
GUARANTEED 


Manufactured by 


EAGLE BRASS WORKS 


Detroit, Michigan 




















Eight different styles of floor 
and ceiling plates ranging in 
sizes from % inch to 8 inches. 
Carefully finished, all being 
coppered before nickeling. 
Send for catalog and prices 
to the old original company. 


The Beaton & Corbin Mfg. Co. 


Southington, Conn., U. S. A. 














We want to call your attention 
to the improved construction of 


The National Paul Valve 


This valve has the encased composi- 
tion, spring cap and top adjustment. 
Valve can be adjusted 
without breaking the 
vacuum. This is posi- 
tively the original Spring 
Cap and Encased Com- 
position Paul Valve 
which we _ have fur- 
nished for a number of 
the finest structurers in 
America. Our circular 
tells more about this 
and our other valves. 
WRITE US TODAY. 


National Steam Specialty Co. 


230 EAST WASHINGTON STREET, 
CHICAGO, ILL. 
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Norristown Magnesia and 
Asbestos Company 
Leading Manufacturers of High- 


est Grade Coverings for 
Steam and Hot Water Plants. 


Don’t put off this profitable work 
until next fall! 


Now is the time—while the effects of the passing 
season s coal bill are fresh on the mind of the man 





who thought he would get along 
all right without having his 
piping covered. We will furnish 
you with samples and make it easy 
for you to make good money that 





you simply have been losing sight of. 


Will you write for particulars 





and catalogue today? Don't delay 











—Do it Now. 

Selling Agents General Offices 

— Norristown, Pa. 
Large Cities 
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Even With The Cheaper Grades of Soft Western 
Coals There is No Black 
Smoke Produced 


You may agree to refund the purchase 
price On any 








Phelps Smokeless Heater 


that gives off the black smoke like other 
heaters or boilers, or gathers soot inside 
to be scraped off like other heaters and 
boilers do! A copy of this guarantee 
will be mailed to you on request. 


May we send you some of our genuine 
unsolicited testimonials ? 





(Cased up, ready for the piping and asbestos boiler cement. 


IDEAL HEATING COMPANY, Oskaloosa, Iowa 











XXth Century Water Tube 
Sectional Boilers, 


Warm Air Furnaces, 
Radiators and Supplies 


aac Special Features 
way maFeNTeC aN ve ’ \ Large amount of fire surface. 
er \ | Kind ofjfire surface. Inclined tubes. 
Rapid Circulation. Perfect mixture of gases. 
Perfect combustion. Superheating chamber. 
Guaranteed saving infuel. Convenient to fire. 
Convenient to clean. Simple to install. 


Inclined tubes, fire and water travelling in the same direc- 
tion, following nature’s laws. Every inch of fire surface 
is also water surface. The largest fire area, and water 
area,Jconfined within a certain space, and over a certain 
sized grate. We defy contradiction, and we further defy 
anyone to show the equal. 


If you were going to heat a gallon of water in the shortest 
space of time, with the least quantity of fuel, would you 
put itintoa tin horn, having a narrow base in contact with 
the fire, or would you put it into a large wash boiler, ex- 
posing the largest surface to the fire? 


XXth Century Heating & Ventilating Co. 

















Kansas City, Mo. 
Rochester, N. Y. 


Home Office and Factory, Akron, Ohio 


BRANCHES 
Chicago, Ill. Nashville, Tenn. Cleveland, Ohio. 
Memphis, Tenn. Denver, Colo. Atlanta, , 


Minneapolis, Minn, 
Pittsburg, Penna. 


Birmingham, Ala. 
Louisville, Ky. 


SEND FOR CATALOG 
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IMPORTANT 
Users of Temperature Controlling Apparatus 


ARE HEREBY NOTIFIED 


That in the case of THE POWERS REGULATOR 
COMPANY vs. THE NATIONAL REGULATOR 
COMPANY in the United States Circuit Court, Northern 
District of Illinois, a decision was rendered on March 
15, 1907, sustaining the patent of The Powers Regulator 
Company and declaring infringement of same by 
defendant. An injunction and accounting is ordered. 


THE POWERS REGULATOR CO. 


‘lll FIFTH AVE., NEW YORK CITY 40 DEARBORN ST., CHICAGO 














INLET WATER 
@EGULATING VALVE 






HOT WATER a 
OUTLET 


f 


HOT WATER 


can be best and most quickly and cheaply supplied to every hot water faucet in a building by the 


Humphrey Auto- Thermal Water Heaters 


Some Exclusive Features 


1 The smallest pilot light in the world. 
2 The only pilot light automatically controlled. Construction patented 
3 An external thermostat, the most sensitive and positive. It cannot be 
surperheated by the pilot lightor hindered by lime. It insures safety, 
coun waren | ition A ot, ne economy and reliability. : 

eae [| 4 Multiple levers of thermostat all encased. Cannot be disturbed. 
5 Simplest Automatic Valve ever made; can't get out of order. 


THERMOSTAT 











Guarantee 
When these heaters are connected exactly as directed on the card of instructions sent with 
each heater—and are supplied with gas testing 650 heat units 
We guarantee thatthe Humphrey Heater will raise one gallon of water 63° F., for every cubic 
foot of gas burned. 
We guarantee each heater for one year, perfect in operation, construction and workmanship. 





Humphrey Heaters 


are never sold direct tothe consumer. We protect the trade. 














These Heaters differ in sizeonly. The 3-Aissuitable for one bathroom, kitchen and laundry. The 4-A is suitable for two bathrooms, kitchen and 
laundry. The6-A is suitable for two or three bathrooms, kitchen, laundry and additional lavatories. 
Heats gals. per ; , a | ” 
No. ; Gas Supply from . S » Height | Diameter Shipping Gas Consumed Size Gas 
Price minute 50° in ; 
Heater Meter Inches Inches Weight per minute Meter 
Temperature 

3-A $ 85.00 | 1 in. 3 40 14 300 Ibs 3 cubic feet 30 It. 
4-A 100.00 | 1 in. 4% 45 16 325 Ibs 4 cubic feet 40 It. 
6-A 130.00 1% in. 6 48 22 375 Ibs 6 cubic feet 60 It. 








New Catalog No. 10, free for the asking 


HUMPHREY Co., Kalamazoo, Mich. 
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The Trenton 
Potteries Ci ompany 


“IMPERVIO” 


China 
Lavatories 


made by this compaay 
all bear label as 
shown below. 





This label signifies 
our best product in 
vitreous china 
ware which we 
believe to be 

the best of its 

kind now on 

Sale. 





Plate 38-V 
“IMPERVIO’’ CHINA LAVATORY ON CHINA LEGS 


The fixture illustrated is made in three sizes, 24 in. x 20 in.; 27 in. x 22 in. and 
30 in. X 24 in. with apron 4 in. deep and bowl 13% in. x 18% in. x6in. This 
lavatory can be furnished for combination fitting as shown, or for standing waste 
and basin cocks, or open overflow in back of basin, fitted with regular chain and 
plug—or pop-up plug, as desired. 


The Trenton 
Potteries Ci ompany 


Trenton, N. J., U. S.A. 
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We Can Help You! 


Why not avoid all the expense, trouble and worry caused by your employes suing you 
for damages? Men who are injured in the course of their employment nearly always sue 
the employer. At any rate they make some claim on him, for doctor’s bills, lost wages, etc. 
It’s our business to protect your business by taking care of such cases. When you carry 








The Perfect Form of Liability Insurance 


which is sold only by the Maryland Casualty Company, you simply have to notify us 
when an employe is injured—we attend to the rest, and stand all the expense. 

We’ll send full particulars about this insurance promptly if you ask for sample policy 
Form E-260 and booklet ‘‘What The Courts Say’’. DO IT NOW! 


MARYLAND CASUALTY COMPANY 





Assets $3,691,447.50. BALTIMORE, MARYLAND. Surplus to Policyholders $1,722,046.77. 
The Maryland continues to sell, The Maryland writes Water Damage, 
at fair rates, the Standard Form ARYLAND /ASUALTY /OMPANY Seite malt . Fly ‘Elen fecha, 
cy gy, Soe oe ERIT S \OMPLETE \LONFIDENCE| ‘Sutomotile. Personal Accident. Steam 
good as the best sold by any Boiler and all other clasees of Casualty 





other company. Insurance. 








“FLAGG” Malleable Fittings 
“FLAGG” Water Back Tee 





“A 











Ever Use This 


For joints of gas, water, steam or air piping 
nothing equals Dixon’s Pipe-Joint Com- 
pound. It makes tight joints but never sets. 


Joseph Dixon Crucible Co., Jersey City, N. J. 


Sample Can Free 


If you want to test Dixon’s Pipe-Joint 
Compound for yourself, write to us for free 
sample can No. 37-D—-You’ll like it. 











Joseph Dixon Crucible Co., Jersey City, N. J. 











Sanitation in the Modern Home Just off the press. Good reading and remarkably resourceful for the busy 
man who reads mostly for profit. Boundin cloth. Price, postpaid $2.00. 


DOMESTIC ENGINEERING, 49-53 North Jefferson Street, Chicago 



























~ SOLE OWNERS MORGAN PATENTS “ 
Ry THE MARVELOUS FUELSAVER WRITE AT ONCE FOR NEW CATALOGUES ff 


# CHICAGO KANSAS CITY |} 
J MINNEAPOLIS Helleggelnchay Cameron 


e SEATTLE 
EEE, EEA Fe CO a Ee ER ee Ee. ee ee 


‘% ie Ton hn 
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Never Never 
spoils in packages cracks or lets go 


No Leaking Roofs for 20 Years 


By using Callahan’s Rubber Roof Cement. In use 
by the U.S. Government. Soldering fluid for plum- 
bers and roofers. Non-poisonous. Send for catalog. 


Geo. Callahan & Co. 


Factory 218 Front St. 129 Front St., New York 











BQ 


HEEFPS THE COST DOWN 








THERMO VALVES 


For Either Gas or Steam Regulation 


Even with the prices of all materials which enter into a hot 
water heating plant advanced from 10 to 30 per cent, the HONEY- 
WELL SYSTEM of hot water heating can be installed as cheaply 
as the old style system formerly cost. 

If you don’t know about this system of rapid circulation, low 
cost and high efficiency, ‘‘you should get acquainted.’’ 

There are now over 2,000 of them in use, and they are all giv- 
ing eminent satisfaction. 

We should be pleased to refer you to a number of them in your 
locality, and have you investigate to the fullest extent. 

By using the HONEYWELL SYSTEM you will do these things: 

Save from 10 to 15 per cent on all hot water heating contracts. 

Install work that will heat during the most severe cold weather. 

Please your customer by installing a job that will save him fuel. 

Construct a plant that will be far more sightly than the old 
style system, with its large, unsightly piping passing through 
nicely finished rooms (which is always objectionable to the owner). 

Give your customer a job that vill be responsive to firing; that 
will heat quickly in the mornings; that will not boil the water 
when an abundance of heat is wanted, and that will be ABSO- 
LUTELY SAFE at all times. 

Besides all this, separate yourself from hard labor. 

It requires 25 per cent less labor to install the ‘““HONEYWELL’’ 
than it does to install the old style, large pipe, water logged 
system. 

Write us for full information, and our ‘‘Book of Plans,’’ ‘‘Doc- 
umentary Evidence’ and ‘‘Just a Few Words.’’ They will all 
interest you. 

Yours for more satisfactory work and from 10 to 15 per cent 
more profit. 

THE HONEYWELL HEATING SPECIALTY Co., 
Wabash, Indiana. 





BRASS FITTINGS 
UNIONS, NIPPLES 
And SPECIALTIES 





Acheson Manufacturing Co. 
RANKIN, PA. 














ALWAYS USE 


K. & M. 
VALVES 


Workmanship of highest grade. 
Packed Stems. 





=p Genuine Steam Metal. 
A :\\ Thoroughly Tested. 


| | Sold from Standard Lists. 
~ Kinsey & Mahler Co. 


P. 8.—Ask your boiler manufacturer or jobber about it. 
PEORIA, ILL. 





























Lawson PUMPING PROBLEMS 
Improved anuaneas cepmmanee 
Gas Water Heater 


problems should write for our 
‘Gg? 

Is the most economical and 
up-to-date device on the mar- 
ket for furnishing hot water 
for household purposes. Send 
for booklet, giving full de- 
scription. 


illustrating our complete line of Single 
and Double Acting Triplex Power Pumps 
and Deep Well Working Heads and 
containing many valuable engineering 
rules and tables. 


GhAe Deming Co. salem,0. 


Manufacturers of 


: HAND and POWER PUMPS for all 
Electric Triplex Pump, designed purposes. 





J de ov epeye 
Vi bee 


for use in Apartment Houses, HENION & HUBBELL 
Lawson Mfg. Co. Office Buildings, etc. General Western Agents 
HOMESTEAD, PA. 61-69 N. Jefferson Street CHICAGO 
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Ge BRAENDER 


Automatic 


CELLAR 
DRAINER 


and BILGE SYPHON 


Operated by Water or Steam Pressure ; 


te 


The Braender Bilge 
Syphon. Always on 
watch. 


DISCHARGE PIPE 








SUCTION PIPE 
PAT. APR. 21 1896, 


It is the best, therefore the cheapest. It 
is used in Municipal and U. S. Govern- 
ment Departments, endorsed by leading 
sanitary experts, and is guaranteed to do 
what is claimed for it. 














‘Idtd JOUVHISIO 


‘Sdid AladN 


J\~ 


Sold to the trade only. Write for circular and testimonials. 


PHILIP BRAENDER, 143 W. 125th St., New York 
Sales Agent: W. N. McKenna Co., 75 Chestnut Street, Boston, Mass. 














ou are wrong—It is 
not like other sec- 
tional boilers, ,,, 


here’s why: In the’‘Burnham’’ 
the fire gases must pass along 
the fire channels and up the side flues before 
they begin traveling three times the boiler’s 
length. This makes the sides of boiler doubly 
effective, and increases the direct surfaces two 
thirds——-and you know what that means. 
SEND FOR NEWEST CATALOG 
LORD & BURNHAM COMPANY 


IRVINGTON, N. Y. 


Boston: 818 Tremont Building. Phila.; Keystone Supply & Mfg. Co. 
Chicago; Chicago Heater & Supply Co. Providence; Allen & Reed, 
Inc. Minneapolis; Roberts Heating & Ventilating Co. 














Something 
New 









The only Cover on the 
Market that will repair 
ANY STOP BOX 
It is adopted by Water 
and Gas Companies. 
Ask your jobber or write 


THE SNOW MFG.CO. 


Patent 1905. DENVER, COLO. 














NE very good reason and a 
reasonable reason is -that 
CLEAN SWEEP TRAPS have 
the merits of being the best sani- 
tary traps made. They are used 
by the Government, and are 
made in Brass and Lead. 





Your Jobbers Have Them 


DETROIT SANITARY SUPPLY CO. 


Sole Manufacturers 
Second Avenue, Corner Antoinette, Detroit, Michigan. 











ACME 






NO.15 








, 
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All inquiries from our extensive general advertising campaign are 
referred directly to the nearest plumber. 


Our prices and discounts are interesting. May we quote themto you? Write 
today for catalogue No. 12 and save money on your next order for heaters. 


INSTANTANEOUS WATER HEATING CO. 
153-159 South Jefferson Street, Chicago, Ill., U.S. A. 
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THREE EXCLUSIVE FEATURES 


Homestead Automatic 
WATER HEATER 


SIMPLICITY 


By simply lifting latch, and removing the front 
casting, exposes to view the interior, every part 
can be removed without detaching heater from 
connections, all parts being interchangeable. 


EFFICIENCY 


The one piece double burner,with coil arrange- 
ment, allowing the gas to directly impinge all parts 
of the coil, thus quickly heating water to a high 
temperature, with a minimum amount of gas. 


DURABILITY 


The Homestead Water Heater being all cast 
iron, and the coils 18 gauge copper tubing, war- 
rants the life of the Homestead Heater, no 
parts subject to corrosion. Write for booklet. 


Homestead Heater & Mfg. Co. 


HOMESTEAD, PA. 


OF THE 








EXTRAORDINARILY LOW 
CONSUMPTION OF GAS 


The Peer Kitchen 
Boiler Heater 


is a boiler stand with a self- 
contained heater. You do 
not have to educate people all 
over to get them to use it. 
People are used to range 
boilers, and they can see this 
is an improvement. The tank 
can be heated from top to 
bottom with less than 20 feet 
of gas. No other heater can 
compare with this. Prices 
surprisingly reasonable. 





Write for booklet 


The Peer Water 
Heater Co., Inc. 
39 STATE ST., CHICAGO 


Fernando W. Pripps Co., 131 Oneida 

St., Milwaukee, Wis. Geo. R. Ives, 

423 West 7th St., Los Angeles, Cal. 

G. W. Burchard, 412 Main St., Kan- 
sas City, Mo. 
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The Famous Niagara 
Automatic Water Heater 


Regulated by a Ther- 





mostat so as not to 
raise the temperature 
of the water above 
a specified degree. 
Uses gas for fuel 


cal. Will not pre- 
cipitate lime or other 
minerals and form an 
incrustation to clog 
up the heater. Send 
for our booklet. It is 
free. Address all 
letters to 





Hammond- -Homberger Co. 


SILVER CREEK, N. 








and is very economi- . 


Samples Free 


to those who are interested in test- 
ing the best methods of connect- 
ing Radiation and Heating Boilers. 


Zinc Coated Steel Slip Nipples are Rust-proof; 
impervious to distilled water; not affected by 
electrolysis; all true to size; elastic and 
adaptable to variation in boring castings. 


The Pratt Chuck Co., Frankfort, N. Y. 
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PEERLESS 
KITCHEN) ABOILER 


’ = “3 


Weil Bros. 


Plumbers’ Supplies 
15-17 N. Clinton Street 
CHICAGO 


We carry a large 
Stock of Peerless 
Kitchen Boilers in 
18, 30 and 40 gallon 
and can make prompt 
shipments. Prices 
and circulars upon 
application. 


Send us your in- 
quiries for prices on 
plumbing supplies. 


PROMPT SHIPMENT 


OUR MOTTO 
































YEOMANS 


Electric Bilge 
Pumps 


ensure a bone-dry basement 
even during floods, no mat- 
ter how far below the sewer 
the basement may be. 


Yeomans Brothers 
1141 Monadnock Bldg. 
CHICAGO 


YEOMANS 


Electric House 
Pumps 


used with or without root 
tank 
Silent and Automatic 

Accompanying cut shows 
one of the pressure tank 
pumps with which we are 
equipping the public 
of Chicago. 


schools 
































PIPL 
Valves and Fittings 


Carried in Stock 


49-55 Fulton Street 


RANDON 


‘Chicago Ill. 
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oiler 





The Mercer 





SECTIONAL VIEW 


FOR 


steam and Water Warming 








THE H. B. SMITH CO. 
BOILERS and RADIATORS 


WORKS 


WESTFIELD, MASS. 





THE REED SALESROOMS 
(Patented) 
ang 133 Centre Street, New York, N. Y. 


Rotating Grate 
Used in all Mercer Boilers 728 Arch Street, Philadelphia, Pa. 
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FOOL, PROOF 
The Monitor Wrought 


XX 








[Iron Coil Boiler 


It is perfectly safe in any hands 
and the only boiler that is so. 


It is not cheapness at first, but 
in the long run that makes it by 
far the best investment that can 
be made. 


[t will last longer and is certain- 
ly less liable to get out of order 
than others. 


Sold on Merit 


Descriptive Catalogue and References 
on request. 


Monitor Mfg. Company 


LANDISVILLE, PA. 









Model ‘“‘D”’ 
INSTALLED 


VENT PIPE 


“ei . 


Has the greatest capacity and is the only Bath Heater made operating 
satisfactorily using all kinds and pressures of gas. The most wonder- 
ful ALL PURPOSE BATH HEATER of the present age. See pages 
of Booklet—free on request by 


RAPID HEATER COMPANY 


GRAND RAPIDS, MICH. 

















Steam or Hot Water 


If you are looking for a simple, compact, eco- 
nomical heater that is sootless and smoke 
consuming, write for prices and discounts. 


KANKAKEE MFG. CO. Kankakee, III. 











A neat, attractive, well manu- 
factured Combination Laundry 
and Tank Water Heater 


AMERICAN HEATER MFG. CO. 
52 Dearborn Street, Chicago 


Telephone Central 1156 
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Plain 
Radiation 


For use in schools, 
hospitals, office and 
public buildings— 
many owners and 
architects prefer it for 
residences. We can 
furnish it in all stand- 
ard heights with as 
many loops as desired 


in TWO or THREE 
column. 
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The uniform, smooth 
casting, seamless nip- 
ple joints and properly 
inclined heating sur- 
faces make this a su- 
=. perior radiator to 
eee = other_- makes. 








Send for advance 
circulars 
‘““CORINTH’”? 


MauackayCameron Ce: 


BOILERS, RADIATORS, HEATING AND 
PLUMBING SUPPLIES 


General Offices, “Fi=ffCF” Building, Michigan Ave. and 12th St. 


CHICAGO 








100-106 Second St., So. 639 New York Block Second and Main Sts. 
MINNEAPOLIS SEATTLE KANSAS CITY 
soma: = 
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Worth While 


It is worth while to do the best work of any community. Are you the manin yours? Then you choose the best of 
material to work with, which is another way of saying that you use our boilers, We claim our boilers are a little 
better than any others. We take pains with the little details in making and shipping. For instance every section of 
our Carton Sectional Series is tapped to a template, so that the tappings are absolutely uniform; the threaded nipples 
are cut from extra heavy material; the sections are carefully faced and the trim is all nickel-plated. All these are 
trifles, but ‘‘trifles make perfection and perfection is no trifle’, , 


INTERNATIONAL HEATER 
COMPANY 


Makers of Boilers and Furnaces 


UTICA, N. Y. 


NEW YORK BOSTON CHICAGO 
No. 1 Madison Avenue 90 Sudbury Street 48 Dearborn Street 





ENGINEERING & STEAM SUPPLIES CO., Northwestern Agents, Minneapolis, Minn. 
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Can You Examine Your Trap Without 
Disturbing the Pipe? 


This question is one of vital importance—and when you again purchase steam traps 
don’t overlook this feature. Accessibility of device is one of the many features in 
the COOKSON trap—it means that when 
for any reason inspection of the interior is 
necessary—only cover need be removed 
and valve is easily removed without 
disturbing the pipe connections. 

Then again—it has large capacity and will 
automatically receive and discharge the 
condensation without any loss of steam— 
the valve being completely submerged be- 
low a constant water level at all times. 
COOKSON Traps are guaranteed. Will 
you try one-or write for our booklet-which ? 


The D. T. Williams Valve Co. 


CINCINNATI, OHIO 
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FITTING THREADED FITTING THREADED 
INC GRRECTLY CORRECTLY 


Mailleable Iron Fittings from Refined Air Furnace Iron 
Beaded and Plain—Black and Galvanized 




















We manufacture in ourfown{foundries a fuil line of malleable iron fittings. All sizes are tapped to Briggs standard 
gauge— %-inch taper to the foot—and|therefore conform to the taper of thread on pipe, See diagrams shown 
above and note that fittings tapped without any taper only bear on pipe at entrance of fitting. Compare the iron 
in our fittings, melted in an air furnace, with that of other manufacturers’ using cupola iron. A hammer test 
will demonstrate the superiority of our product. Always specify ‘‘*P’’ fittings 


Pittsburgh Valve & Fittings Co. 


General Offices 





Works ' mee 
BARBERTON Frick Building 
OHIO PITTSBURGH 

PA. 
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INTERESTING PLUMBING 























A Plumber’s Job in San 
Krancisco. Roughing in 


i at A ~ 
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for twenty-three lavatories 
in the Home for the Aged 
and Infirm in San Fran- 
cisco. Though the build- 
ings are but two stories 
high, the differing levels of 
the floors, due to the ele- 
vation of the site, calls for 
four floor levels in the 
space of two. There are 
ten more fixtures in this 


group which are not vis- 
ible in this photograph. 
This illustration is not a 
duplicate of that shown on 
page 165, although it is 
quite similar. For accom- 
panying reading matter see 
the article, “A Plumber’s 
Job in San Francisco.” 
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Use Sunray Heaters with Roman and Utility Radiators 





THE J. L. MOTT IRON WORKS 


New York Boston Chicago Denver San Francisco 























Any 
Space 


can be filled with 
a TRITON radiator 
no matter how 
small. The small- 
est Triton Radiator 
contains 2 sa. ft. 
of heating surface. 
‘Our catalog tells 
all about it. 
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United States Radiator Company 


DUNKIRK, N. Y. 
NEW YORK MINNEAPOLIS CHICAGO WASHINGTON 
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DOMESTIC ENGINEERING — 


PLUMBING HEATING 


LIGHTING 


MILL SUPPLIES 





Weekly: $1 a Year. 


Chicago, Saturday, May 18, 1907. 


Whole No. 753. Vol. XXXIX. No. 7. 





A PLUMBER’S JOB IN SAN FRANCISCO 


Interesting Description as to the Housing of the Refugees One Year Ago. 


Excellent 


Sample of Permanent Plumbing Work in the Home for the Aged 
BY G. A. B. SPENCER 


EDITORIAL NOTE: In the issue of “Domestic Engineering’ 
for May 4 we published an interesting article on “Plumbing 
for Seven Thousand Persons,’ describing the plumbing work 
in a great hotel of the luxurious type. As a sharp contrast to 
that we present the following description of how plumbing has 
been installed for thirty thousand homeless refugees since the 
great San Francisco earthquake and fire. It is by the capable 


plumber who designed the work and carried it out, and is an 
exceedingly 


interesting contribution to the subject.—-EpDIToR. 


a ELE facts of the great disaster in San 
Francisco a vear ago are no longer 
news but history, and so rapidly have 
events hurried onward since that it 
seems impossible that but a year has 
passed. Any aspect of it that can 

x : be presented seems to me a twice- 

La > Le yi told tale, though everyone who lived 
Bnet Cty By) oS through that fearful ordeal will tes- 

tify that the half has never been told, nor can it be. 

No pen or tongue can ever portray the horrors oi 

that catastrophe, or overestimate its consequences. 

No time has been wasted in idle contemplation. 

Hands that were busy before have been busier 


since. 








TEMPORARY LIVING. 

The genial climate made life in tents temporarily 
comfortable, and there were months of wholesale 
picnicking, but the business of a great city could 
not go on in such fashion. 

The homeless people were encamped everywhere 
that tents could be pitched or shacks set up. The 
feeding of the multitude was a modern miracle: 
their transition from tents to cottages was another. 

The munificent gifts from sympathetic friends, 
making up the great Relief Fund, and the organ- 
ized efforts of the Red Cross Society in distributing 
it are also matters of history that may not be over- 
looked in any allusion to the disaster. One point 
that has never been widely exploited was the tre- 


mendous and immediate demand for mechanical 


work and the over-taxation of every facility to 
meet the emergencies arising. 

Since the work of “rehabilitation” has loomed so 
large in San Francisco there have been many at- 
tempts to write it up from many different points 
of view, but I take it that nobody else ever sees 
all that the plumber sees, and no one so far has 


written from the plumber’s standpoint. 
INSTANT RELIEF RECEIVED. 


When twenty-five hundred acres 
was at once reduced to chaos, 


of a populous 
city the source of 
supply tor all the Pacific states was destroyed and 
there was absolutely nothing to work with, of either 
material or tools, be had on the Pacific coast. 
The prompt action of the organization of master 
plumbers in other Pacific coast cities, followed by 
similar gifts from the east, in sending by express 
tools and money to begin with, was a relief beyond 
expression, demonstrating the practical and frater- 


nal character of our “association.” 


Everything had to be brought from the east 
over railroads congested with other urgent supplies. 
Water and gas mains and sewers were broken, and 
all water and gas pipes, electric wires and street 


railways out of commission. These were the con- 


ditions. Business firms hurried into temporary 


buildings with amazing celerity, and their necessi- 
ties were beyond the power of the forces to be em- 
for refu- 


ploved. But the consideration of homes 


gees had to be undertaken, and nothing less than a 


centralized authority, with unlimited means, was 


adequate to deal with it. 
PROVIDING CHEAP HOMES. 
In the course of the summer the victims of the 
earthquake and fire most able to do for themselves 
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became self-dependent, but many thousands re- 
mained who could have no hope of being able to 
pay rents in the city, for whom cheap homes must 
be provided. To meet this necessity the board of 
directors of the San Francisco Relief and Red Cross 
Funds organized a land and building department, of 
which Thomas Magee was chairman. 

The Spencer Plumbing Company, then Spencer 
& Fisher, was one of the first houses in our line to 
A valuable ex- 


open for business after the fire. 


perience was acquired in those first few months 


DOMESTIC ENGINEERING 


other city property, and a systematic plan of work 
was arranged. 

I was asked to look over the public squares and 
parks to consider the feasibility of their proper 
sanitation and facilities of connection with city 
sewers. The notes made in doing so afforded the 
data for the plans, which I very soon had ready, 
and which were adopted by the department. 


LAYING OuT THE WoRK. 
Then the squares and parks had to be regularly 
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A Plumber’s Job in San Francisco. 


sion Park for temporary inexpensive homes for homeless refugees. 
only seen, is the Mission High School, at which the great conflagration 
have been built since the fire, all of that part of the city being in the burned district. 


“camp” 


and many lessons learned in expediting affairs. By 
the time the land and building department was 
ready to undertake the big job of housing the 
retugees we were ready to catch on with the plumb- 
ers part of it. 

The value of land made it necessary to erect 
temporary buildings on public squares, parks and 


, Bey # 
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Plumbing, lighting and furnishing water supply for six hundred cottages in Mis 


The large building at the left, a portion of which is 
stopped. All the buildings shown beyond the 


laid out for as many rows of small cottages as each 
could properly accommodate, the cottages being of 
one design—having two or three rooms—and at 
Fach square 





regular intervals groups of closets. 
having a large social hall, a double cottage to be 
used for a business office and dispensary, and in the 
larger squares public laundries and bath houses. 
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For these extensive plans of building the plumb- department, actually ‘took to the woods,” not be- 
er’s work had to move in quick step. cause he was scared, but to get behind the trusts, 
GETTING NECESSARY LUMBER. and there secured 3,000,000 feet of lumber, and 
Difficulties rose up as if the earth and all within shingles galore. Steamers were chartered to bring 
it, and upon it, were still quaking. To begin with, it to the city, and unable to get teams to haul it, 
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Interesting 
Plumbing. 


A Plumber’s Job in San 
Francisco. Roughing in 
for twenty-three lavatories 
in the Home for the Aged 
and Infirm in San Fran- 
cisco. Ten lavatories not 
shown in this illustration 
have to be provided for in 
this group. The buildings 
are erected on a hillside, so 
that, while they are but 
two stories high, on ac- 
count of differing floor 
levels four floor levels have 
to be provided for in the 
plumbing work. This illus- 
tration differs radically 
from that shown on page 
xxiii. : | 























' the lumber trust had raised the price of lumber to. men and teams had to be brought from another 
: rates that would seem to demand all the money in’ county, mills to be set up on the ground, and 
sight. Mr. Mackie, the general manager of the various other obstacles to be overcome. 
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SECURING NECESSARY LABOR. 

The carpenters unions would give a card to any 
man who could drive a nail, so their work rushed: 
but the plumbers’ unions, more jealous of their 
craft, would give cards only to competent men and 
accepted only as such men who presented cards 
from affiliated unions, and though the highest wages 
were paid, it was impossible without unceasing 
inaneuvering and moving of men from one point 


for the day, as the only way to keep up with the 
carpenters and have the cottages ready for use be 
tore the winter rains should set in. 

BEGINNING OF THE WORK. 

Our work on these temporary buildings began at 
South Park, a beautiful garden spot in what had 
once been a fashionable residence quarter, but mor: 
recently occupied by mechanics and laborers. Nine- 
teen apartment houses were built in this park, all 











A Plumber's Job in San Francisco. 


cheap temporary homes for 4,000 people who were rendered homeless by the earthquake and fire. 


to another, to keep the plumbers’ work up to the 
carpenters, though seventy journeymen plumbers 
were employed. 

There were not available plumbers enough in the 
Advertising for forty men often brought us 
but three or We advertised in the papers 
and put up painted canvas notices 15x32 feet at 
prominent places calling for plumbers. On two 
occasions an emergency was met by accepting all 


city. 


four. 


the men we could get for a Sunday who were work- 
ing for other firms and paying them double wages 











In this ‘‘camp’”’ at Lake street and Thirteenth avenue are 1,600 houses providing 
The plumber had to do 
the plumbing and lighting and furnish water supply and a sewer system, and it was all done in seven months. 


sewered, with patent flush closets, water and gas 
in each room and hall, kitchen sinks, gas stoves, 
The San Francisco Gas Company installed the 
gas pipes, fixtures and stoves in all the other parks 


e{c. 


and squares where gas is used. 

The other thirteen squares and parks were used 
tor the system of small two and three-roomed cot 
tages, and being widely scattered, there had to be 
The first 
sod was broken for these September 11, 1906. Five 
miles of sewers were laid to accommodate these 


differences of plans to suit each location. 
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cottages, and we feel justified in some degree of 
pride that the sanitation of these parks has been so 
successful. In these public squares we installed 
607 patent flush closets, 247 hoppers and more than 
six miles of gas and water pipes, with all necessary 
fittings and incidentals; 325 galvanized sinks with 
faucets and traps were put into the apartment 
houses at South Park, and 624 gas brackets; 4,168 
three-room cottages and 1,770 two-room cottages 
are included in this undertaking. Besides these 210 
rooms and ten lofts, with kitchens for 1,000 people, 
have been equipped at Ingleside for refugees who 
are not self-supporting. 

These buildings are now occupied, within a year 
after the conflagration which made them necessary 
and seven months from the day the first sod was 
broken for them. 


PuMPING THE SEWAGE NECESSARY. 


At South Point Lobos, a strip of land designed 
for a boulevard to connect Golden Gate Park with 


the Presidio, but not yet raised to the requiited city 


crades, was appropriated for this purpose, but 
having an elevation below the level of the sewers 
in that vicinity. To overcome this difficulty an 
automatic electric injector was installed, by which 
the drainage of 600 houses is pumped from a large 
cesspool, carried several hundred feet and dis- 
charged into the main sewer; involving a lift of 
twenty-five feet. 

The larger parks are provided with general laun- 
dries, with abundant hot water for all, laundry 
trays, drying rooms, and all accessories. The heater 
for these is in the center of the building, the other 
half being used for separate bath houses, with en- 
amelled tubs and shower baths, for men and women. 


THIRTY THOUSAND PEOPLE PROVIDED For. 

In this brief time 30,000 people have been pro- 
vided with shelter in these houses. 

These cottages, built on city property, are neces- 
sarily temporary, but are so constructed as to be 
readily removed. The small rent paid is credited 
to the tenant and at the end of ten months it will 
be his, and he will be expected to find a place to 
which it can be moved. Each park is under the 
supervision of a commanding officer, salaried by 
the Relief and Red Cross Funds, with authority to 
maintain sanitation and preserve order. In connec- 
tion with the office he occupies is a small dis- 
pensary in care of a Red Cross nurse, where medi- 
cal relief is administered in cases of sickness or 
accident. 


PLUMBING FOR A GREAT CHARITY. 

The extensive and permanent buildings on the 
Almshouse Tract to be used as a “Home for the 
Aged and Infirm,” would also have been ready for 
use had not all concerned been hampered by in- 
ability to get lumber and material as fast as needed. 

The plumber’s part in these buildings includes an 
elaborate but practical system, by which both time 
and material were economized, a circulating system 
for hot water throughout, and a complete vacuum 
system steam heating the whole establishment, as 
well as the sanitary engineering necessary for the 
perfect sanitation, ventilation and sewerage satis- 
factory to the requirements of the board of health. 
Standard goods have been used and all material is 
of the best quality. The “Home for the Aged,” the 
first public building erected in San Francisco after 
the fire, with a capacity to care for 2,500 persons, 
is a two-story structure covering a space of 600x350 
feet, to be heated throughout by a vacuum system 
of steam heating, requiring 5,302 square feet of 
direct radiation. It has 556 sanitary fixtures and 
364 radiators. It will be a monument to the honor 
and fidelity of the building committee, of whom 
Thomas Magee is chairman. His watchful eye has 
been over every transaction, while the unbending 
force of character and tireless energy of Alexander 
Mackie, general manager of land and building de- 
partment, are pushing to completion the magnificent 
plans of the architect, William Curtlett, for whose 
courtesy, and indeed the courtesy of all the direc- 
tors and officers, the plumber makes his grateful 
bow. 

For the interest of the trade I send a number of 
illustrations showing the style of our work and the 
requirements of the situation. 

G. A. B. SPENCER, 
President Spencer Plumbing Company. 


The installment of Prof. 8S. H. Woodbridge’s excellent 
series Of articles on ‘‘ Air and Its Relation to Vital En- 
ergy,’’ promised for this issue, will be published in the 
issue of June 1. Lack of space necessitated this change 
in our plans.—Ed. 

A Preference. 

‘*Would you prefer to have your son a rhetorician or 
an athlete?’’ ; 

‘‘A rhetorician,’’ answered Farmer Corntossle. ‘‘A 
good one can make the average person look like a molly- 
coddle without running any risk whatever of 
punishment.’’—Washington Star. 


physical 





Ask us; we can probably tell. 
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THE NEW PUBLIC CONVENIENCE STATIONS AT 
WASHINGTON, D. C. 


By Frederick 





[oo Woop’ completing the public convenience 
KS | stations, for which an appropriation 
AS: ' (sd 4| Of $50,000 was obtained from Con- 
s JR) ~ | gress two years ago through the ef- 

| a _ forts of the Board of Trade, the 
¢ ii 3 Commissioners of the District of 
Columbia have established two well 





built, handsomely furnished public 
jewtew buildings for the general conven- 
of the citizens of the District and its thou- 





sands of visitors. 

While the primary object of the buildings is to 
provide much needed toilet facalities on our busiest 
corners, their usefulness extends much beyond that 





Fig. 1, Pubsic Convenience Station at Washington, D.C. 
bare necessity. They are to be in every sense a 
public convenience. An attendant is on duty at 
all times when the station is open, whose services 
are at the command of patrons free of charge. 
Directories may be consulted, information about 
the city, its streets, hotels, points of interest, etc., 
may be obtained. Drinking fountains provide run- 
ning streams of cool water at all seasons. Hot and 
cold water is at the command of the dusty tourist 
for washing purposes, a clean towel may be ob- 
tained for a fee of a couple of cents, or a private 





View of women’s toilet room, 


compartment with a fresh cake of soap (in an un- 
broken wrapper) and a clean towel may be ob- 
tained for 5 cents, and one may even take a re- 
spectable sponge bath on a hot and dusty day. 
For women these stations are a boon, as the 
matrons will have on hand at all times simple reme- 
dies, necessary toilet preparations and adjuncts, 
and there is a rest room for those who may be ill 
or exhausted, with a sanitary couch, reclining chairs, 
etc. A telephone will summon a doctor if neces- 
sary and the matrons are apt at nursing. 

Everything possible is free, tips are barred and 
fees where it is necessary to ask them are small 
and well within the ability of anyone to pay. The 
buildings are lighted by electricity 
and are exceedingly bright at night, 
due ‘to the distribution of electric 
lights throughout each room. Wood 
is eliminated as much as possible and 
the walls, partition work, floors, 
trim, etc., are of colored marble, and 
the fixtures are all of porcelain or 
glass with solid brass or bronze 
trimmings. The stations will be 
kept scrupulously clean and well 
ventilated, and darkness, dirt and 
disease—three enemies of the human 
race—will be banished from _ the 
buildings. 

The station at Seventh street and 
Pennsylvania avenue, N. W., cost 
over $25,000 to build and equip, 
while the underground station at 
Thirteenth street and the avenue 
was constructed at an expense of 
about $26,580. 

No pains have been spared by the District Engi- 
neer Department to make them substantial, prac- 
tical, and, so far as possible, harmonious in archi- 
tectural detail with the plans for the beautification 
of the Capitol City. 

Station 1 is built above ground, of classic de- 
sign, in the plan of a Greek cross, about 50’x50, 
with a capacity for twenty males and ten females: 
it has a 20 H. P. steam heating boiler and is pro- 
vided with two electric fans to move 2,500 cubic 
feet of air per minute; the capacity at station 
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which is below ground and nearly rectangular in 
shape, is the same as for the other; the same size 














Fig. 2. Public Convenience Station at Washington, D. C. 
Interior of a pay compartment. 


steam boiler is used, but the two fans move 1,500 
cubic feet per minute. 

The public convenience stations in 
New York and Boston were per- 
sonally visited by the designer of 
these before he commenced this 
work. He has therefore coupled the 
good features of these others in the 
Washington station, and has used 
the most modern types of construc- 
tion throughout. 

The type of plumbing work in 
these Washington buildings 1s 
worthy of more than passing notice, 
as it includes every advanced feature 
which could be utilized. The work 
in No. 1 has been carefully executed 
by the firm of James Nolan & Sons, 
while that in No. 2 was installed by 
M. B. Casey & Co., both of Wash- 


ington, and members of the local 





master plumbers’ association. 
In the construction of all exposed 





was specified, with full threaded joints, and all un- 
derground sewer and waste is of heavy cast iron. 
The closets in battery have a continuous vent, while 
all other fixtures are individually back vented. 
ach fixture on the water supply 

a separate valve on each supply line. 


provided with 

In the boiler 
room at each station has been set a water heater for 
coal. 

The waste trough is of slate, and the back, wings, 
ends and floor slabs are of glass. The flushing 
trough is of cast bronze metal, rough, except the 
lips and the ends and part of the backs, which are 
machined and sanded. Each stall is cast in one 
piece. Flush pipes are highly polished brass, iron 
pipe size, 114” 
out on off end. 
ished brass stop with removable handle and lock 


for distributing pipe, with a clean- 
Regulating cock is full way pol- 


shield. Plug cocks are polished nickel silver metal, 
with lock shield and keys. 

The water supply is brought up in slots with 
mineral wool packed around it. 

figure I is a view of the women’s toilet at Sta- 
tion 2. A feature of these stations is that the clos- 
ets are numbered by numerals for the free and let- 
ters for the pay compartments, by which means a 
complete record can be kept of the repairs needed. 
The electric light covering forms a ventilator as 
well as an ornament. 

Figure 2 is a view of the interior of a pay com- 


partment, which are similar in both buildings. The 
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vent lines gvalvanized wrought iron Fig.3. Public Convenience Station at Washington, D.C. View of women’s toilet room. 




















Fig. 4. VPubliec Convenience Station at Washington, I). ©. 


pay compartments at left; free compartinents at right. 


vent register is shown behind the 
closet and the closet number above. 

In Figure 3 a view of the 
women’s toilet at ‘Station 1 shows 
the beautiful effect of the marble 
walls. 





Figure 4 is a view of the urinal 
at Station 1, with the pay com- 
partments in the background and 
free closets on the right. 

Figure 5 is a view of the boiler 
at Station 2, one of the 
most compact boiler rooms in the 


room 
city. 


The Realm of the Fan Blower 
With the possible 


pump it 1s 


exception of 
doubtful if 
any other mechanical device has so 


the steam 
varied a field of direct application sis 
as the fan blower; these two ma- 
chines really being in the same class, the one 
handling liquids at pressures measured in pounds, 
while the other creates movement of air and gases 
under pressure differences measured in ounces, says 
Walter B. Snow, in Cassier’s Magazine. 

Fan blower applications may be broadly divided 
into two classes. First, those in which the object is 
to actually transport the air or gas, and second, 
those in which the air serves as a medium for the 





Battery of urinals; 


Public Convenience Station at Washington, D. C. 
room,showing heating boiler, hot water circulating boiler, electrical switchboard, etc. 
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transportation of other materials. 
Ventilation and the supply of air for 
combustion are properly included 
under the first classification. The 
conveyance of light material and the 
transmission of heat or moisture in 
the air come within the second class- 
ification. 

Ventilation, whether secured by 
natural or artificial means, results 
only from the creation of a pressure 
difference between two points such 
as to cause a flow of the liquid from 


the higher to the lower pressure 





area. In the case of natural venti- 
lating systems maximum efficiency 
is secured only through the employ- 
ment of flues and ducts of large 
area, through which the air flows at 
low velocity. At ‘best, the mechani- 


cal efficiency of the heated flue is 





View of very compact boiler 


very low. With a fan, however, much greater pres- 
sure differences can be easily created, and smaller 
pipes with higher air velocities employed. With 
the fan the heat expenditure necessary to produce 
a given air movement is surprisingly less than with 
natural draft in a flue or chimney. 

According to the degree of activity of the occu- 
pant the velocity of the air admitted to the room 
may be high or low, but it is easily regulated where 
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a fan is employed. In the sparsely occupied build- 
ing the per capita space is large, the air volume 
therefor required is relatively small, and the rate 
of flow may be low. In the crowded audience hall 
the minimum of floor space is provided for each 
occupant and the maximum of air supply is re- 
quired. Here the utmost refinement is necessary in 
the tempering and distribution of the air. 

In the ordinary building ventilation is very prop- 
erly a process of substitution of fresh air for foul 
air, but the fan does not absolutely control the con- 
ditions, for the walls are usually porous and there 
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are leaks around the windows and doors. In the 


mine, however, with its practically air-tight cham- 
bers and its vertical shaft, there is no appreciable 
inward or outward leakage. All air which passes 
through the mine likewise passes through the tan, 
very positive control being had over its distribution. 

The limits of the realm of the fan blower cannot 
be established, its boundaries are constantly 1in- 
creasing, new processes and industries depend upon 
it for successful operation, old applications are im- 
proved by its introduction, it is a boon to all 
mankind. 





The Northwestern Master Plumbers’ Association in Convention at 
Cambridge Springs, Pa. 


Cambridge Springs, Pa.—Perfect spring weather fa- 
vored the delegates who attended the annual convention 
of the Master Plumbers’ Association at 
this popular resort upon their arrival on Thursday morn- 
ing, May 9, at the beautiful Hotel Rider, which for years 
has been the scene of the annual meetings of this asso- 
elation. 

The indicated that 
there was going to be a large attendance, but these soon 
began to fall off, and after 10 a. m. but few registered 
until between 2 and 3 o’eclock in the afternoon, when 
several parties came in on the afternoon train and by 
the electric line. 

The association held a very successful meeting, and all 
sessions were closed. 


The meeting of the Board of Directors was held on 
Thursday morning in the room of the secretary of the 
association at the hotel, the following members of the 
hoard being in attendance: C. W. Hoffman, Alliance, 
Os BM. ds Jamestown, N. Y.; H. P. Cahill, 
Akron, O., and George B. McIntire, Erie, Pa. The only 
absent member was Charles F, Kist, of Youngstown, O. 
Regular and routine business was attended to and closed, 
after which the board discussed and perfected the plans 
and arrangements for the various forms of social enter- 


Northwestern 


large number of early arrivals 


Murray, 


tainment during the convention. The board then ad- 
journed. 
The regular business session of the association had 


been called for 2 o’eclock Thursday afternoon, but owing 
to the late arrival of the Erie and Youngstown delega- 
tions it was 3 o’clock before the meeting was called to 
order in the theater of the Hotel Rider by President A. 
(. Eynon, of Canton, O. 

Roll call by Secretary M. C. Judd showed the following 
members in attendance: 

Akron, O.—H. P. Cahill and C. W. Hoffman. 

Allianee, O.—J. O. Ellis, C. W. 
Whitla Plumbing and Heating Company. 

Canton, O.—D. D. Burd and A. C. Eynon. 

Erie, Pa.—Fred L. Albracht, E. W. Henderson, Christ 
soettiger, George Johnson, W. J. Butler, Adam Karch, 
John H. Lyons, Fred J. Miller, George B. MeIntire, 
MeKay Plambing and Heating Company, Oscar H. Nick, 
James Purcell, H. E. Volland and R. T. Williams. 


Casselman and the 


Greenville, Pa—J. A. Thomas Stone and 


Leroy Stone. 


Kamerer, 


Jamestown, N. Y.—James Davey and M. J. Murray. 

Meadville, Pa.—P. B. Granam, of Graham & MeClin- 
tock; M. C, Judd and L. L. Lord. 

New Castle, Pa.—Frank P. 
Whitla. 

Salamanca, N. Y.—C. R. McCann. 

Warren, Pa.—G. H. Mott and A. L. 

Youngstown, O.—Jacob 
and John Kist. 

Youngstown, O.—William J. Seholl, C. W. 
M. E. Wire. 

The regular business of the convention was then taken 
up, all of which was routine. The reports of the vari- 
ous committees were submitted, approved and accepted. 

A discussion as to the proper time for holding the 
meeting was held, and the those 
present favored the Thursday following Lent, which had 


Andrews and Robert 





Schellhammer. 
Brenner, William Rowland 


Wilson and 


annual majority of 


formerly been the date of this meeting. This recommen- 
soard of Directors, and will 
be submitted to all members of the association for their 
approval and final decision. 

At the meeting last year it was decided to make the 
date this 
weather that has to some extent 


dation will be made by the 


later year on account of the unseasonable 


marred several of the 


past meetings, but this year it was decided that hold 
ing the meetings so late in the spring generally tended 
to lessen rather than to increase the attendance.. The 


ladies also offered a complaint against holding the meet- 
ing so late in May, contending that the spring house 
eleaning necessitated the absence of many of them, and 
as the social functions are among the leading features 
of the protest 
weight. 

The report of the secretary, M. C. Judd, showed that 


the association had a total membership of 185 on May 1, 


eonvention, this added eonsiderable 


1907, as against a total of 199 on the same date last 
year. Thirteen new members have admitted dur- 
ing the past year, while thirteen members have been 
dropped from the rolls and suspended; death claimed 
two more, and twelve members were lost through their 
discontinuing in the plumbing business. 
ber has been added since May 1. 


been 


One new mem- 
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Several minor discussions followed, with a number of 
talks on the affairs of the association, and the report 
of the treasurer, after which the delegates unanimously 
decided to meet next year at the same place, 

Election of Officers. 

The election of officers was the last riatter brought 
before the meeting, the ballot resulting as follows: 

President, Fred L. Albracht, of Erie, Pa. 

Vice-President, Charles F. Kist, of Youngstown, O. 

Secretary, M. C. Judd, of Meadville, Pa. 

Treasurer, L. L. Lord, of Meadville, Pa. 

Board of Directors: Leroy Stone, of Greenville, Pa.; 
A. C. Eynon, of Canton, O.; H. P. Cahill, of Akron, O.; 
M. J. Murray, of Jamestown, N. Y.; George B. MeIntire, 
of Erie, Pa. 

















for those who preferred entertainment less strenuous 
than dancing, a game of progressive pedro was provided 
in the large foyer adjoining the ball room, and about 40 
hands enjoyed this form of amusement. 

At 11 o’clock all repaired to the main dining room 
of the hotel, where the annual banquet was served, and 
where, according to several of the members who are 
annually in attendance, the finest repast of which the 
association as a whole had ever partaken was served. 

After coffee had been served, President-elect Albracht 
addressed the gathering, and after discussing the objects 
of the annual meeting and the banquet and its purposes 
in brief, introduced the Pennsylvania State Association 
President and National State Vice-President C. W. 
Fisher, of Harrisburg, who delighted the delegates with 














The Northwestern Masters Plumbers’ Association at its annual convention, held last week in Cambridge Springs, Pa. 
Photograph taken on the steps of the Hotel Rider. 


Leroy Stone and A. C. Evynon are the new directors, 
and are elected for a term of two years; H. P. Cahill 


was a member of the board last year and was elected 


to fill the unexpired term of Charles F. Kist, who re- 
signed to accept the vice-presidency, while M. J. Murray 
and George B. MeIntire are old members of the board, 
whose terms expire next May. 

The meeting then adjourned at 6:45 p. m., in order 
that all might have sufficient time to have dinner and 
to prepare for the social events of the evening. 


Social Features. 

In the ball room of the Hotel Rider dancing started 
about half past eight, and was enjoyed by about thirty 
couples. The yvounger members and their wives, ladies 
and friends were particularly in evidence on the floor, 
which was in excellent condition. Music was furnished 
by Lord’s Band, of Meadville, and a glance at the 
merry dancers gliding over the glassy floor was sufficient 
proof of how highly all were enjoying the occasion. 


-some interesting and timely remarks in relation to the 


plumbing business and ‘‘Our State Capitol Graft,’’ 
which were greatly enjoyed. He concluded by extending 
an invitation to the members of the Northwestern Mas- 
ter Plumbers’ Association to visit Harrisburg and per- 
sonally call on him, as well as to attend the state con- 
vention at Pottsville, Pa., next year, and to pay Harris- 
burg a visit at the same time. 

Charles M. Froelich, secretary of the Pennsylvania 
State Association, was then introduced, and briefly ad- 
dressed the members, closing by joining in Mr. Fisher’s 
several invitations. 

Charles W. Casselman, of Alliance, O., then followed, 
saying that the presence of the many ladies at the con- 
vention more than offset the rather small attendance of 
the members. He stated that the rush of business 
throughout the territory covered by the association had 
kept many members away, but that he, as a conscientious 
member, urged that all members co-operate and attend 
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the annual meeting, even if they find that they are 
unable to attend the regular monthly meetings. 

E. W. Henderson, of Erie, Pa., was the next speaker, 
and congratulated the association on the excellent show- 
ing that had been made during the past year, and said 
that as the association was a material help to Erie, there 
was no reason in the world why it should not be a sim- 
ilar help to other cities as well. He referred to the 
annual banquet as a feature of the year, and an event 
looked forward to by many of the members and their 
wives, 

Roy Stone, one of the newly elected directors, and one 
of the younger members, was the next sepaker, and 
offered his hearty co-operation and aid in promoting the 
interests of the organization. 

A. C. Eynon, the retiring president, was the last 
speaker, and after urging better attendance at the an- 
nual meetings asked all to stand and unite in singing 
‘‘America,’’ the words of which were printed on the 
back of the menu. This was done in the true American 
spirit, after which all again sought the dancing floor or 
the card tables, where these recreations were enjoyed 
until 3 o’clock, when the prizes were distributed to the 
pedro winners, who were as follows: 

Ladies’ first prize, Mrs. Jacob Brenner, hand painted 
Dresden plate. 

Ladies’ second prize, Mrs. George B. McIntire, cup 
and saucer. 

Ladies’ third prize, Mrs. M. C. Judd, cut glass dish. 

Gentlemen’s first prize, Mr. Boardman, silver fork. 

Gentlemen’s second prize, Mr. Brenner, silver clothes 
brush. 

Gentlemen’s third prize, Mr. Burd, cup and saucer. 


The Supply Men in Attendance. 

A. P. Brill and J. W. Barber, of the Ruud Manufac- 
turing Company, of Pittsburg, were early arrivals, and 
left many ‘‘Ruud’’ remembrances in the shape of pocket 
pencil holders. 

Z. A. Griffin, ‘‘the lead man,’’ but more popularly 
known among the trade as ‘‘Zeke’’ or ‘‘Grif,’’ repre- 
sentative of the Gibson-Price Company, of Cleveland, 
was on hand, and it is needless to say that he brought 
with him his usual stock of fun and a good word fer all. 
This was contagious, and the merriment at his partic- 
ular end of the banquet table caused those not fortu- 
nate enough to be there to be jealous of the more fortu- 
nate ones. ‘‘Grif’’ and ‘‘Mom’’ caused many a laugh. 
‘*Grif,’’ although not quite 70, made a hit with his 
paternal advice, which he had in the form of the follow- 
ing verse, and handed around promiscuously: 

‘*If Wisdom’s ways you wisely seek, 
Five things observe with ¢are, 

Of whom you speak, to whom you speak, 
And how, and when, and where.’’ 


Pierce, Butler & Pierce Mfg. Co., of Syracuse, N. Y., 
was ably represented by J. H. Bacon, Jr., of Cleveland, 
who seemed to be terribly embarrassed because he met 
‘‘all of his old territorial friends all in one big bunch,’’ 
[Is it possible that our friend of the road would prefer 
‘“several weeks of one day stands’’ calling on the same 
old friends? Ask him yourself. 

George W. A. Butler, inspector of plumbing, of Erie, 
Pa., came on with the Erie delegation, and gave the boys 


SJ 
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much valuable information regarding plumbing inspec- 
tion and plumbing laws. 


Ladies in Attendance. 

The following ladies were in attendance at the con 
vention, and did much toward making the time pass 
most agreeably to their many friends, some of whom 
they had not seen since the last convention, and some 
that they had never seen. One of these ladies asks us 
to state the fact that next year there will be several 
more members who will be able to their wives 
there, and that from the appearances during the conven 
tion, Erie, Pa., may furnish several of these wives. 

Mrs. A. C. Eynon, Canton, O.; Mrs. C. W. Hoffman, 
Akron, O.; Mrs. D. D. Burd, Canton, O.; Mrs. M. C. 
Judd, Meadville, Pa.; Mrs. L. R. Stone, Greenville, Pa.; 
Mrs. Thomas Stone, Greenville, Pa.; Mrs. Fred L. Al 
bracht, Erie, Pa.; Miss Flora Albraecht, Erie, Pa.; Miss 
Albracht, Erie, Pa.; Miss Ida Serr, Erie, Pa.; Miss Mil 
dred Doherty, Erie, Pa.; Mrs. G. B. MeIntire, Erie, Pa.; 
Mrs. H. E. Volland, Erie, Pa.; Mrs. John H. Lyons, Erie, 
Pa.; Mrs. M. J. Murray, Jamestown, N. Y.; Miss Murray, 
Jamestown, N. Y.; Mrs. A. L. Schellhammer, Warren, 
-a.; Mrs. L. L. Lord, Meadville, Pa.; Mrs. Robert Whitla, 
New Castle, Pa.; Mrs. C. W. Casselman, Alliance, O.; 
Mrs. W. J. Scholl, Youngstown, O.; Mrs. Jacob Brenner, 
Youngstown, O.; Mrs. M. A. Wire, Youngstown, O., ani 
Mrs. John A. Kist, Youngstown, O. 


have 


New Board of Directors Organized. 


On Friday morning the new Board of Directors met 
at the hotel and organized for the year, after which the 
following committee announcements were made for the 
ensuing year: 

Auditing—M. J. Murray, chairman; C. W. Hoffman, 
I, J. Miller, A. L. Schellhammer and A. C. Eynon. 

Apprenticeship and Conference—George B. MclIntire, 
chairman; F. P. Andrews, C. W. Casselman, Daniel T. 
Burns and C. R. MeCann. 

Sanitary—Charles F. Kist, chairman; W. J. Butler, 
Robert Whitla, J. A. Kamerer and C. J. Little. 

Friday morning various excursions were made to points 
most of the members and their 
wives participated. On the lawn’ of the Hotel Rider 
the annual ladies’ foot race was run, an event that 
always causes a great deal of merriment. The distance 
was 100 yards, and the prize, $25, was won by Miss Ida 
Serr, of Erie, Pa., Miss Mildred Doherty, also of Erie, 
was second and Mrs. W. J. Scholl, of Youngstown, O., 
was third. Messrs. McCormick and Steele were the 
judges, and Z. A. Griffin was the starter. 

A group photograph was taken on the steps of the 
Rider, after which boating and walking parties were 
formed for the afternoon, while a large party took in an 
excursion by trolley to Erie, returning to their various 
George D. Steele. 


of interest, in which 


homes the same evening. 
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Articles on the subjects named will be found on the 
pages indicated: 

A Plumber’s Job in San Francisco (163). 

The New Public Convenience Stations at 
D. C. (168). 

The Realm of the Fan Blower (170). 


Washington, 


Ask us; we can probably tell. 
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Massachusetts State Association of 
Master Plumbers Meets 
in Boston 


Boston, Mass.—The annual convention of the Massachu- 
setts State Association cf Master Plumbers was held in 
the Elks’ Hall in this city on Thursday, May 9, the open- 
ing session commencing early in the morning and the 
afternoon session lasting until nearly 7 o’clock in the 
Much of the day was spent in executive session, 
during which all but members of the association were 
excluded and matters of interest to the trade were dis- 
cussed. 


evening. 


Morning Session. 

One of the most important questions that came up dur- 
ing the day and one that took up a large part of the time 
was the bill now before the Massachusetts State legisla- 
ture which provides for the appointment of a board of 
examiners of plumbers whose duties are to be to examine 
and license all plumbers in the state each year. 

The Boston association had already expressed itself 
as strongly opposed to the passage of the bill, having 
taken steps tending toward its defeat, and after a long 
discussion the state association also voted to protest its 
passage. President Cronin called the attention of the 
convention to the fact that the house committee on ways 
and means was to have a hearing on the bill that very 
afternoon and suggested that a committee be selected to 
attend the hearing and voice the protest of the state 
association. This committee was appointed to consist of 
President C. H. Cronin, of Boston; E. C. Kelley, of Bos- 
ton, and former National President David Craig, of Mel- 
rose. 

During this discussion the committee on credentials, 
consisting of J. J. Vogel, of Boston; J. C. Luby, of Wor- 
cester, and W. H. Haskell, of Boston, made its report, 
showing the following delegates present: 


Delegates in Attendance. 
John Crawford, John K. Tully, H. H. Collins, 


J. C. Kelly, David Craig, James J. Clark, John P, Drury, 
F’. F. Muldowney, J. W. French, C. H. Cronin, Thomas E. 


4oston: 


Sharpe, Frederick H. Capper, Michael Ahern, Daniel J., 


Duggan, J. J. Vogel, R. F. Brown, John W. Cosden, P. H. 
Blake, William H. Haskell, Daniel Shannon, John C, Me- 
Coole, James O’Connell, Isaac Riley, E. C. Kiley, Thomas 
Tute, Ff. J. MeMahon, A. A. Thompson, James J. Logan, 
B. IF’. Godfrey, John Manning, D, G. Finnerty, George E. 
O’Brien. 


Chelsea: C. N. Carter. 
Medford: A. F. Curtin. 
Beverly: A. C. Goodwin, G. E. Pickett, R. Robertson, 


Thomas J. MeDonald. 

Lowell: W. EF. Farrell, Thomas E. O’Day, Thomas F. 
O’Day, Thomas F. Costello, Richard J. Welch. 

Clinton: J. B. O’Toole, R. Maitland. 

Holyoke: T. J. Carmody. 

South Framingham: James Sheldon, Frark E. Bollig. 

North Adams: P. J. Seully. 

Marlboro: G. R. Hall, William H. Hill, Herbert L. 


Perry. 
Winchester: J. A. Laraway. 
Salem: F. H. Mandell, J. F. Cabeen, B. J. Driscoll. 
Stoughton: D. Deacon. 
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Worcester: C, F. Ostberg, O. S. Kendall, M. J. Maher. 
F. P. Gilbert, Thomas J. MeManus, J, C. Luby, Charles 
P. Campbell, C. William Ostberg. 

Cambridge: A. H. Ricker, E. J. Martin, James 5%. 
Davison, Robert Wilson. 

Springfield: William J. Hyland, T. J. Ryan, J. W. Ken 
nelly, J. G. Howland. 

Taunton: JI. F. Whitmarsh, W. R. Park. 

Malden: A. A. West, Edwin Troland, F. P. Kenny. 

Fitchburg: J. W. Burtt. 


Swampscott: J. M. Pope. 
Brockton: James T. Coreoran, T. J. Kinney, V. R. 
Donovan. 


The remainder of the forenoon session was given up to 
the reports of the various officers. Secretary John P. 
Drury in his report showed the membership of the State 
Association to be 287, of which 164 are from outside of 
Boston. ‘This latter number, Mr. Drury reported, has 
increased by 22 over last year. Treasurer O. S. Kendall 
presented an encouraging treasurer’s report. An auditing 
committee composed of J. W. Kennelly, of Springfield; 
John C. MeCoole, of Boston, and M. J. Maher, of Worces- 
ter, was appointed to examine the books of the treasurer 
and certify them. 

Afternoon Session. 


In the afternoon the chair was occupied by Vice-Presi- 
dent William H. Hill, of Marlboro, in the absence of 
President Cronin, who with the others had gone to the 
state house to attend the hearing on the board of exam- 
iners’ bill, 

Daniel Shannon, for the special committee on constitu- 
tion which was appointed at the last meeting of the asso- 
ciation reported a new constitution and by-laws and after 
a short discussion they were adopted as reported. 

A. H. Ricker and E. J. Martin, of Cambridge, and 
William H. Hill, of Marlboro, were appointed as a com- 
mittee on standardization. 


Election of Officers. 


The election of officers for the year resulted in the 
selection of the following: 

President, William H. Hill, of Marlboro. 

Vice-President, Andrew F. Curtin, of Medford. 

Financial and recording secretary, John P. Drury, of 
Boston. 

Treasurer, O. S. Kendall, of Worcester. 

Delegates to the National Convention: President Wil- 
liam H. Hill, of Marlboro; J. W. Kennelly, of Springfield; 
O. S. Kendall, of Worcester. Alternates:. Richard J. 
Welch, of Lowell; H. H. Collins, of Boston. 

D. G. Finnerty, of Boston, moved that the delegates to 
the 1907 National Convention be instructed to invite the 
National Convention of 1908 to meet in Massachusetts, the 
Boston association having already invited the convention 
to meet in Boston, and it was so voted. 

Votes of thanks were extended to the members of the 
Boston Association for their entertainment at the con 
vention and to the trade papers and their representatives 
for courtesies extended. 

The convention was about to adjourn when the com- 
mittee which had been delegated to attend the legislative 
hearing returned and the session was continued for the 
purpose of hearing their report. On the strength of their 
report the meeting voted to instruct the secretary to send 
letters to every master plumber in Massachusetts, enclos- 
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ing a copy of the bill, and asking them to personally see 
their representatives and senators with a view to having 
the bill killed. The legislative committee was also asked 
to watch the progress of the bill and if it pass the house 
and senate to personally wait upon the governor and 
urge him to veto it. 

The matter of deciding on the time and place for the 
next convention of the association was left, by vote, with 
the executive committee. 


Convention Notes. 

D. G. Finnerty, of Boston, was one of the bright spots 
in the convention. He always had something to say and 
it was always worth listening to. 

The retirement of C. H. Cronin, of Boston, as head of 
the association was regretted by everybody, but an able 
executive was found to fill his shoes in the person of 
William H. Hill, of Marlboro. Mr. Hill has had good 
training as vice-president under Mr. Cronin. 

Many of the members thought the occasion of the prob- 
able meeting of the National Association in Boston would 
be a good excuse for an increase in membership and an 
aggressive campaign is being planned along this line. 

Taunton was heard from in good style. Secretary John 
P. Drury reported that a new local association had just 
been formed in that city and that every one of the eleven 
members had joined the State Association. 

Everybody had a chance at the chair. First it was 
retiring President Cronin; then the new president, William 
H. Hill, and the session finally wound up with the new 
vice-president, A. F. Curtin, presiding. An able trio. 

Elks’ Hall has seldom seen a jollier crowd than gath- 
ered there Wednesday evening and Thursday. The plumb- 
ers enjoyed themselves and so did all their friends who 
were fortunate enough to be invited. 

No arrangements were made for the annual fall outing 
of the association, but it goes without saying that the 
outing will be held and that it will be worth worth going 
to. It always is. 

The Massachusetts plumbers are certainly indignant 
over the attempt to pass a bill for a board of examiners. 
Not because they are afraid to be examined, but because 
of the precedent which will be established and what they 
consider undue authority on the part of the state officials. 
Nobody seems to know just who is at the bottom of the 
bill. 

A. H. Ricker, of Cambridge, ealled the attention of the 
assemblage to the demise during the year of one of the 
oldest members of the organization, Levi Hawkes, of 
Cambridge. For a moment the room was perfectly quiet 
and then every member stood up and for several minutes 
stood quietly with bowed heads out of respect to the 
late Mr. Hawkes. 

If Mr. Finnerty had his way the Massachusetts Asso- 
ciation would be the strongest organization of its kind in 
the country. And there are others who agree with Mr. 
Finnerty for, strangely enough, there were two of the 
largest cities in the state not represented by a single dele- 
gate at the annual meeting. 

President Hill did not appoint his executive committee 
on the day of the convention, but it is expected that he 
will do so within the coming fortnight. 

The inability of President Moodie and other national 
officers to be present at the convention was a cause of 
regret to the members. President Moodie wrote that he 
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would come if possible and he was looked for up till the 
last minute. 


THE ‘‘NIGHT BEFORE’’ CELEBRATION. 


The annual ‘‘night before’’ celebration in honor of the 
delegates to the Massachusetts State Convention of Mas- 
ter Plumbers was given by the Boston Master Plumbers’ 
Association in Elks’ Hall, Boston, Wednesday evening, 
May 8. 

More than one hundred of the state delegates, master 
plumbers and supply men were present and partook of the 
liberal banquet provided by the Boston association. Later 
in the evening they repaired to a larger hall, where a 
vaudeville entertainment was provided for them. 

At the banquet roast turkey, lobster and chicken salad, 
sandwiches, frozen pudding, ice cream, assorted cake, 
ginger ale, wine and coffee were served and an informal 
reception took place at which the delegates from the 
western part of the state renewed and formed friendships 
with those of the Hub. 

The committee in charge of the arrangements for the 
evening consisted of Edward C. Kelly, of Boston, chair- 
man; John C. MeCoole, secretary; Andrew I. Curtin, of 
Medford; C. H. Cronin, A. E. Touehet, Thomas J. Tute, 
John J. Vogel, all of Boston. 

Besides President Curtin and Vice-President Touchet of 
the Boston association, there were present the secretary, 
John J. Vogel, and the treasurer, John P. Drury. Of the 
state association officers there were present the president, 
J. C. Cronin, of Boston, and Vice-President William H. 
Hill, of Marlboro. Owing to the poor health of the latter 
and the press of business, it was stated as doubtful if he 
woud agree to accept the presidency of the State Associa- 
tion when it was tendered him during the convention of 
the following day. 

Former President David Craig, of Boston, of the Na- 
tional Association, was one of the first arrivals and con- 
tributed towards the suecess of the evening by his 
ceniality. 

Formal announcement was made during the evening 
that the Massachusetts Association 
vitation to the National Association to hold 
The Association anticipates 


would extend an in- 
its conven- 
tion next year in Boston. 
an acceptance of its invitation and plans to give the Na- 
tional delegates a reception worthy of the ‘‘Hub.’’ 

[It is probable that the invitation will be forwarded to 
the National body within a few weeks. Thea State Asso 
ciation has talked over the proposed gathering and has 
already suggested the fitness of members to act in differ 
ent capacities during the convention. 

Chairman Kelly then introduced President Curtin of 
the Boston Association, who weleomed the guests. He 
hoped the convention and reception would prove a social 
suecess and be instructive to those attending. He urged 
the co-operation of the plumbers with the supply men 
and outlined the benefits to be derived by each in an 
informal gathering. 

State President Cronin extended the 
State Association to the Boston Association for its excel 
lent entertainment of the delegates. He urged co-opera- 
tion in the trade and said that an informal reception 
like the ‘‘night before’’ banquet was ideal to bring about 
friendly relations between them. By united effort he 
hoped the standard of the trade would rise as it had 


thanks of the 
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during the past few years. He urged the social co-opera- 
tion of the different branches of the trade in proving 
to these from other states that Massachusetts was not 
going to seed. 

In introducing the next speaker, Chairman Kelly 
said that he first became acquainted with him twenty 
vears age in a Labor Day parade. They were then both 
journeymen plumbers and the parade was ready to start 
but nobody could be found to carry the banner. At 
last they agreed to select the biggest man in the aggre- 
gation for this duty and it fell to Ex-National President 
David Craig. ‘‘All that is necessarv to do to become a 
big man is to earry the banner,’’ said Chairman Kelly. 
‘‘In loeal, state and national associations Mr, Craig has 
continued to be the big man.’’ 

Mr. Craig said that this was his first experience at a 
‘‘night before’? entertainment and he thought it very 
suecessfui. He then told of the work the National Asso- 
ciation had accomplished, that it was the largest of its 
kind in the world, that nothing in size or seope on this 
or the other side of the water approached it. He said 
that it educated towards trade protection, that mistakes 
had been made in the past but that the association had 
or would rectify these blunders. 

Thomas J. Tute, who, because of his connection with 
the National Lancers, is better known as Major Tute, was 
the last sepaker. He said that he remembered twenty 
vears ago when the National Association was entertained 
in Boston. He said that a bigger, better, busier Boston 
was the ery and that the plumbers would do their part 
towards making it such. He spoke of the improvements 
made in the business since that time until at the present, 
plumbing was looked upon aimost as one of the arts. 

Among those present besides the officers and speakers 
were: John C, Kelly, J. W. Cosden, E. J. Farley, M. A. 
Hearn, M. Collins, all of Boston; Robert Robertson, of 
severly; F. W. Herrick, John F. Cabeen and F. A. Wen- 
dell, of Salem; T. H. Capper, of Boston; James O’Connell, 
of Brighton; Mr. Pickett and Mr. Gocdwin, of Beverly; 
P. H. Sweeney, of Salem; A. K. Mann, of Chelsea; T. 
Costello, of Lowell; J. W. French, of Boston; M. J. Keane, 
of Boston; W. N. MeKenna, of Boston; O. S. Kendall, of 
Worcester; Robert Brown, of Boston; Robert Maitland, of 
Clinton; John Manning, D. J. Slattery and Daniel Shan- 
non, of Boston. 

Among the supply men present were: Peter J. Lynch, 
of the John Douglas Company, of Cincinnati; F. G. Grady, 
of the F. W. Webb Manufacturing Company, of Boston; 
Osear Saxe, of the Dalton-Ingersoll Manufacturing Com- 
pany, of Boston; Mr. Russell, of the Dececo Company, of 
soston; George Perry, of the George E. Gilchrist Com- 
pany, of Boston; William Bennett, of the Ideal Supply 
Company, of Somerville; W. B. Hubbard, president of the 
W. B. Hubbard & Sons Co., of Boston; Mr. Nichols, of the 
Joseph H. Young Company, of Boston; James Mullowney, 
of the Smith & Anthony Co., of Boston; E. C. Stokes, of 
Boston; Moe Hirsehfield, of Hirsehfield & Mayer, of 
Boston; A. W. Summers, of the David Craig Company, of 
Boston; Adolphus Lowenthal, of Boston; Messrs. Thomp- 
son and Durkee, of the Thompson & Durkee Co., of Bos- 
ton; P. J. O’Brien, of the James Barrett Manufacturing 
Company, of Boston; George Burke and J. J. Houlahan, 
of Crane Company, of Boston; Thomas F. Martin, of Bos- 
ton; L. E. O’Malley, of the Dalton-Ingersoll Manufactur- 


ing Company, of Boston; J.J. Devereux, of the James Bar- 
rett Manufacturing Company, of Boston; Joseph Butler, 
of EL. F. Butler & Co., of Boston; George Bond, of Pierce, 
Butler & Pierce Manufacturing Company, of Syracuse, 


N. Y. Alfred H. French. 


Florida State Association of Master 
Plumbers Meets at Tampa 


Tampla, Fla.—The Florida State Association of Master 
Plumbers held its annual convention in this city on 
Wednesday, May 8. The meeting was called to order at 
11 a. in. in the Eagles’ Hall, which had been tendered the 
Master plumbers for the occasion, and business was pro- 
ceeded with as soon as the session was called to order. 

Election of Officers. 

The election ot oliicers for the ensuing year resulted as 
follows: 

President, D. L. Rathbone, of Jacksonville. 

Vice-President, Dan W. Shea, of Tampa. 

Secretary, Fred A. Race, of Jacksonville. 

Treasurer, N. E. Wellons, of Tampa. 

State Organizer, J. E. Hooker, of Jacksonville. 

Mr. Rathbone succeeded himse!f as president. Mr. Shea 
succeeded his brother, John Shea, of Tampa, as vice-presi- 
dent. Fred A. Race was re-elected. Mr. Wellons suc- 
ceeded A. J. Johnson, of Jacksonville. As state organ- 
izer Mr. Hooker was re-elected. 

K. R. Lau, J. McAndrews and E. W. Coates, of Tampa, 
and A. J. Johnson and F. A. Race, of Jacksonville, were 
selected as delegates to the National Convention at Louis- 
ville, Ky. 

After a continuous session lasting from 11 a. m. to 5 
p. m., excepting for a dinner recess of forty-five minutes, 
the association adjourned for a banquet which was held 
at the Grand Oriente restaurant, Ybor City, with W. J. 
tegar, of Tampa, presiding as toastmaster. For more 
than two hours the banqueters made merry about a board 
heavily laden with the festive edibles of the season served 
in the Spanish cuisine at this, the best Spanish catering 
house in the state. President Rathbone made the prin- 


cipal speech of the occasion, reviewing state conditions in 


serious and humorous vein. E. W. Coates, of Tampa, 
also made a splendid speech on the labor situation in 
Tampa and remarks were heard from every gentleman 
present. 

Prior to adjournment Jacksonville was selected as the 
place for the next state convention and the time for its 
holding was designated as the second Saturday in May, 
1908. The convention was attended by about 20 delegates 
from all over the state. 

Mr. Hooker, the state organizer, although re-elected, was 
unable to attend, being unavoidably detained at his home 
in Jacksonville. His work was lauded in the highest 
terms by all present, the opinion prevailing that he had 
done much for the association and had stamped himself 
as invaluable to its progress through his efficiency. 

At the present time there are seven loeal associations 
in the state and all are prosperous. In the immediate 
future as many more will be organized and the associa- 
tion expects to have at its next convention in Jackson- 
ville delegates from at least fiften different local organiza- 
tions. 
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In speeches by President Rathbone and Delegate Coates 
labor conditions were pronounced satisfactory over the 
peninsular commonwealth at every place except Tampa. 
The demands of the plumbers’ union in Tampa is the 
cause of dissatisfaction over the situation at that place, 
it being one of the strongest union centers in the South. 
Hope was expressed that certain little irregularities here- 
tofore prevailing between the employer and the employe 
would be eliminated and that all estrangement would 
disappear immediately. . 

The Florida Association appointed no committees. All 
committee work is done by the officers. Prospects for the 
coming year appeared very bright to all, who judged the 
future by the past, the year just closed having been one 
of the best in Florida history in plumbing circles, owing 
to the demands of the state and city boards of health that 
strictly sanitary conditions prevail everywhere as a sure 
preventive of typhoid fever and other maladies. 


Mack Cathcart. 


NEW JERSEY STEAM AND HOT WATER FITTERS 
MEET AT NEWARK. 


Newark, N. J.—(Special.)—The annual convention of 
the New Jersey State Association of Master Steam and 
Hot Water Fitters was held at the Builders’ Exchange on 
Tuesday, May 14. Twenty-one delegates, representing 
various sections of the state, were in attendance. The 
meeting was called to order at 1 p. m. by President Sol 
Berla, and was conducted entirely behind closed doors. 

National Secretary Henry B. Gombers was present and 
lent his able assistance to the convention. 

Atlantic City made application for membership and 
was heartily accepted. 

Officers Elected. 

The following officers were elected for the ensuing year: 

President Sol Berla, Newark. 

Vice President, J. F. Boyce, Asbury Park. 

Secretary-Treasurer, Harry Geiser, Newark. 

Board of directors, T. B. Cryer, Newark; E. B. Van 
Clue, Asbury Park; E. R. Solean and E. B. Denny, New- 
ark; G. J. Tobin, Plainfield, and George 8. Aldous of Pas- 
saic. 

The Banquet. 

After the meeting adjourned the delegates were enter- 
tained at a banquet at Eisner’s banquet hall. <A good 
menu, good music and a delightful vaudeville entertain- 
ment were all provided for by the following committee: 
R. Berla, C. F. MeGuire and J. H. Cooney. 

Several able addresses were heard from the following 
gentlemen: Sol Berla, who spoke on ‘‘Our City;’’ H. B. 
Gombers, ‘‘ National Affairs;’’ George 8S. Aldous, ‘‘ The 
Relation of the Master Steam Fitter to the Master Plumb- 
er;’’ T. B. Cryer, ‘‘Standardization;’’ E. B. Denny, ‘‘ The 
Ladies,’’ and J. L. Reid, whose theme was ‘‘The Steam 
Fitter.’’ 


Wilkes-Barre, Pa.—The Industrial Trades School at 55 
S. Pennsylvania avenue in this city, which was opened May 
1, 1906, and which teaches plumbing and bricklaying, has 
grown very rapidly, having at the present time 150 stu- 
dents. Seventy of these are learning the plumbing trade 
and eighty are taking the course in bricklaying. 





WHOLESALE PL UMBING | 


The Buckeye Pump & Manufacturing Co., of Columbus, 
Ohio, is building a new plant which it expects to have 








completed by November l. 

The Duquesne Sanitary Company, of 
Wilbert Albertson. He will 
cover the local trade in Duquesne’s interests. 


Pittsburg, has 


secured the services of 


The price on earthenware was again cut the first week 
in May and new discounts on sanitary ware and bowls are 
from 10 to 15 per cent lower than those previously quoted. 
This is the second cut in price this year. ° 

L. O. Koven & Bro., 50 Cliff street, New York City, are 
taking additional space for their store and will arrange 
the first floor as their showroom, where they expect to 
have their line of products on exhibition. 

The National Tube Company has not yet announced 
what action it will take in regard to prices on June 1. 
The demand for pipe continues heavy, the leading mills 
being filled up from two to three months. 

The Sanitary Manufacturing Company, of Hamilton, O., 
has secured the services of W. B. Warnock, formerly in 
the plumbing business at Beaver, Pa. Mr. Warnock will 
cover the local territory in the latter vicinity. 

If you have never used our classified columns, to either 
secure a position or get one filled, you should certainly 
do it at once. It is a steady and reliable means for get- 
ting into communication with people whom you want. 

Louis Bourneuf & Co., of 213 Oxford street, Lynn, 
Mass., jobbers in plumbers’ supplies, have incorporated 
their business with a capital stock of $100,000. The in 
ecorporators are James H. Duffy, Charles A. Donahue, 
Harry 6. Ross and Henry Hardy. 

W. B. Francis, formerly secretary of the Whitney 
Company, of Albuquerque, N. M., has been appointed 
manager of the new branch of the N. O. Nelson Manu- 
facturing Company, at Oakland, Cal. Mr. Jeffress, who 
has covered the Pacifie coast territory in the Nelson in- 
terests for some time, will continue his connection with 


the company as general salesman of the new branch, 





| WHOLESALE HEATING -) 


The Star Iron Company, of Montreal, Quebec, is open- 
W. J. Linton, who has been rep- 





ing a branch in Toronto. 
resenting the company with warehouse facilities only, 
wili now have fine show and wareroom at 138 Victoria 
street, Toronto. 

Whenever you want a good salesman you. should use 
the classified advertising department of ‘‘Domestic Enx- 
gineering.’’ It is read carefully by the best men in the 
trade and should have your weekly attention. 

The Amherst Foundry Company, of Amherst, N. S., the 
second enameling industry in Canada, had a $75,000 fire 
ten days ago in which the interior of the foundry build- 
ing, the stove and boiler patterns, the enameling plant, 
eonsiderable manufactured stock, ete., were damaged or 
destroyed. 


Ask us; we can probably tell. 
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STEAM ana MILL SUPPLIES | | 





METAL MARKET 





REPORT OF THE JOINT CONFERENCE COMMIT- 
TEE ON THE SUBJECT OF RESALE PRICE. 


The following resolution was adopted in the joint ses- 
sions of the National Supply and Machine Dealers’ Asso- 
ciation, the Southern Supply and Machine Dealers’ Asso- 
ciation and the American Supply and Manufacturers’ As- 
sociation, held at the Sinton Hotel, Cincinnati, last week: 

The joint committee of the three associations in con- 
ference here assembled have considered the subject of 
Resale Price in many of its various aspects, and they are 
convinced that the problem is one of far-reaching impor- 
tance. 

The sense of the conference committee seems to be that 
the three associations should establish permanent confer- 
ence committees, who will be instructed to continue to 
give this subject careful thought and consideration, be- 
lieving that they will find upon further investigation 
various lines that may be placed upon the resale basis 
to not only the advantage of the dealers, but also to the 
advantage of the manufacturers. Your committee, there- 
fore, suggests that after the members of the two dealers’ 
associations have agreed that certain lines be placed upon 
the resale plan, that they should then, if possible, secure 
the co-operation of the National Hardware Dealers’ Asso- 
ciation, and that the committee then present their wishes 
to the Manufacturers’ Association through their mem- 
bers of the conference committee with the understanding 
and in full confidence that their requests, or suggestions 
will be received and considered in the most sympathetic 
and hospitable mauuer and in the belief that the result 
will be a solution of each individua] problem in a man- 
ner entirely satisfactory and equitable to all interests. 

Your committee also believe that encouragement should 
be given by the members of the National and Southern 
Supply and Machinery Dealers’ Association, to _ those 
manufacturers who have already or who in the future 
may attempt the establishment of resale prices on their 


voods. 


A. D. White Machinery Company, of 


moved from 39-41 South Canal street, to 19-25 


Chicago, has, 


ferson street. 


The Dane Machine Company of Salem, Mass., has been 
organized. J. Webster Dane is at the head of the enter- 


prise. 


F. H. Brown Machinery Company, Park building, Pitts- 
burg, Pa., is the way in which F. H. Brown, formerly of 
Brown & Zortman Machinery Company, of Pittsburg, has 
re-entered his old line of business. He has an office in the 
Park building, from whence he will call upon his old 
friends in the trade. 





Pawtucket, R. IA meeting of the creditors of the 
Pawtucket Steam and Gas Pipe Company was held at the 
office of James E. Brennan, assignee, Saturday, May 18. 

Boston, Mass.—A Boston junk dealer has recently pur- 
chased the condemned dry dock from Portsmouth, N. H. 
The dock was 360 feet long and contained among other 
material 146 tons of copper sheathing, nails and fasten- 
ings. 








New York Metal Market, May 14. 
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Chicago Iron Market, May 16. 
Second Half, 1907, Delivery. 
Southern, No. 2 Foundry. ........cccesceses $23.85@24.35 
Lake Superior, Charcoal. ......ceccccesvesi 26.50@27.00) 


Lake Superior Coke Iron, No. 2 Foundry.... 
May 16. 

Foundry iron was 50c per ton more than the week previous 

50e per ton more than the month previous 

$4.00 per ton more than the year previous 

Copper was \4c less per lb than the month previous 

2144¢ per pound more than the year previous 


a PERSONAL | 


John A. Campbell, general manager of the Trenton Pot 
teries Company of Trenton, N. J., was in Chicago in the 
middle of the week visiting some of his numerous friends 
in the trade. 


24.50@25.00 








J. A. Almirall has been elected treasurer of the Master 
Steam and Hot Water Fitters’ Association of New York 
City to fill the vacancy caused by the resignation of Wil- 
liam J. Baldwin, Jr. 


Charles H. Glasser, formerly mechanical engineer of the 
Camel Company, Chicago, has accepted a position with 
the Chicago office of the American Steam Gauge & Valve 
Manufacturing Company. 


Gen. William T. McGurrin, of the plumbing firm of 
Sproul & McGurrin, Grand Rapids, Mich., is receiving con 
gratulations from his many friends on account of the 
honor just bestowed upon him by the Michigan National 
Guard in naming a handsome trophy in his honor. The 
trophy, a silver and mahogany shield, 16x12 inches, sur- 
mounted by a silver eagle, will be awarded annually to 
the company having the best figure of merit in rifle prac 
tice in the indoor season. It bears the following inscrip-. 
tion: ‘‘MeGurrin Shield. Presented by Michigan Rifle- 
men in Honor of Brig.-Gen. William T. MeGurrin, Adju 
tant General of Michigan, for the Company Michigan 
National Guard Having Highest Figure of Merit Annu 
ally in Indoor Target Practice, 1907.’’ The inscription is 
entirely appropriate for no man has done more for rifle 
practice or for any other means of advancement of effi 
ciency in the Michigan National Guard than Gen. McGur- 
rin. It is a popular and deserved compliment to a worthy 
officer. 





Rensselaer, Ind.—The plumbing firm of Ropp & Hick 
man has dissolved partnership. Mr. Ropp retires from 
business. 

Boston, Mass.—The heating business of Ingalls & Ken- 
dricken, of 80 Sudbury street, has been incorporated with 
a capital of $100,000. The incorporators are Paul H. Ken- 
dricken, John W. Kendricken and Luther A. Macurdy. 
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Another Ready Seller. 


Tell a house owner that Steam or Hot Water are 


most delightful, most cleanly, most healthful, most truly 


economical, and an attractive picture is painted on his 


thoughts. 


But sell him a first-class outfit at a price which 


he can afford, and the air castle “really comes true’, because 


the facts prove themselves. 





Ideal Standard Water Boiler 


AMERICAN RADIATOR COMPANY 


The IDEAL Standard Water Boiler 


is another evidence of our desire to as- 


sist the Trade to meet the demand for 


better house warming with first-class 


outfits at affordable prices. 


Made in 21 


sizes—500 to 2650 square feet capacities. 


Write any Branch for circulars, List 


Prices, etc. 


RADIATORS 


RICAN |DEAL 


BOILERS 








General Offices: 282-286 Michigan Avenue, Chicago 


New York, 104-108 West 42d Street. 


Boston, 129-131 Federal Street. 
Philadelphia, 1342 Arch Street. 
Baltimore, 109 E. Lombard Street. 
Buffalo, Court and Franklin Streets. 
Pittsburg, 601-603 Hartje Building. 
Cincinnati, 213 W. Fourth Street. 


Cleveland, 710 Prospect Avenue. 
Chicago, 282-284 Michigan Avenue. 
Milwaukee, 126 Sycamore Street. 
Indianapolis, 511 Lemecke Building. 
Detroit, 225 Jefferson Avenue. 
Atlanta, 11 North Forsyth Street. 


St. Louis, Olive and Fifteenth Streets. 


Omaha, 413-417 South Tenth Street. 
Minneapolis, 229 Fifth Street, South. 
Kansas City, 313 East Tenth Street. 
Denver, 831 Fifteenth Street. 
Seattle, 1215-1216 Alaska Building. 
San Francisco, Monadnock Building. 
Brantford, Ont., Market Street. 
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| ASSOCIATION NEWS | 


THE SILVER ANNIVERSARY OF THE CHICAGO 
MASTER PLUMBERS’ ASSOCIATION. 

Chicago.—Arrangements for the celebration of the silver 
anniversary of the Chicago Master Plumbers’ Association 
are now well under way. The grand event will take place 
on Thursday evening, June 6, at the Auditorium Hotel, as 
announced in last week’s issue. Some of the main fea- 
tures of the affair will be a reception and a banquet, the 
former of which will commence about 7 o’clock. The 
different committees who have assumed the responsibility 
of making the affair a great success are all very enthusi- 
astic and bending every effort towards the goal of having 
every member of the association present. The banquet 
will be a very elaborate affair and tickets will be $5 a 
person. A most appropriate souvenir is now being com- 
piled and published for the occasion containing a histor- 
ical sketch of the association, together with biographies 
and portraits of all its past presidents. The elaborate 
menu and program for the evening will be incorporated 
in this souvenir. It is safe to say that the affair will be 
of such a memorable character that no member of the 
association can well afford to be absent on this occasion. 

The arrangements committee consists of the following: 
J. E. Baggot, P. C. E. Bachtold, W. J. Blyth, A. W. Bahn, 
L. R. Bain, E. J. Benning, M. Berg, C. J. Boyd, J. H. Boyd, 
©. C. Breyer, Henry Breyer, J. W. Brunt, C. T. Byrne, 
Thomas Conlin, M. J. Corboy, J. L. Corcoran, John Dele- 
hant, J. H. Deveney, F. J. Dillenburg, Al. Dornbiis, C. A. 
Dreier, T. A. Duffy, George Eck, A. C. Eichler, Frederick 
Erb, Erman & Co., Frank Falk, A. J. Fisher, P. J. Foley, 
G. Franklin, W. H. Griffith, Thomas F. Hanley, William 
Hanrahan, C. J. Herbert, A. C. Hickey, William Knauss, 
J. J. Kratz, C. S. Lawrence, M. L. Mandable, A. E. Morti- 
mer, P. M. Murphy, P. Nacey, J. C. Naughton, H. T. Niel- 
sen, R. J. Powers, James H. Roche, Joseph Scheuer, F. P. 
Schuster, Car] J. Stein, J. J. Wade, E. C. Wagner, J. G. 
Weber and David Whiteford. 

The invitation committee is composed of the following: 
Charles J. Boyd, chairman; Charles A. Dreier, D. J. 
Hickey, E. C. Wagner, L. R. Bain and H. L. Nielsen. 

The reception committee consists of the following: James 
E. Baggot, chairman; Thomas Conlin, Daniel J. Rock, 
Thomas C. Boyd, Alex. W. Murray, David Whiteford, Paul 
Redieske, P. M. Murphy, J. J. Wade, Charles J. Boyd, 
Charles C. Breyer, D. J. Hickey, Charles T. Byrne, John 
B. Ryan, William J. Lang, William Redieske, John J. 
Hamblin, David L. Bain, W. S. Verity, Andrew Young, 
Thomas P. Culloton, W. J. Corboy, P. Nacey, P. Sanders, 
Thomas F. Hanley, C. S. Lawrence, R. J. Powers, James 
H. Roche, J. R. Aleock, R. Coleman, G. A. Larson, A. H. 
Watson, Frank E. Ruh, James H. Deveney, Charles P. Hul- 
bert, Joseph Reilly, John Sanders, R. F. Thorogood and 
©. J. Herbert. 

The committee on souvenirs and printing is composed 
of the following: Charles T. Byrne, J. H. Boyd, A. W. 
Bahn, F. J. Dillenburg, P. J. Foley, J. J. Wade, David 
Whiteford and M. L. Mandable. 

Garrett, Ind.—J. O. Landes advertised once in ‘‘ Domes- 
tic Engineering’’ for a steady, reliable plumber, and he 
writes us that the returns were very good. Have you 
used the classified department? If not, you should. 
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Syracuse, N. Y.—The Master Plumbers’ Association 
of this city at its regular meeting on Tuesday evening, 
May 7, elected the following delegates to the National 
convention at Louisville, Ky., on June 25-27: J. L. Cur- 
ran, W. L. Benedict, Charles E. Ames, W. F. Cooley, 
James F. Guider and James MeDonald. The following 
were chosen as alternates: F. O. James, C. E. McCarthy, 
Charles A. H. Kienzle, W. S. Orr, T. E. Clay and P. F. 
MeDonald. 

Port Jervis, N. Y.—Through the energies of T. A. Hill, 
vice president of the National Association of Master 
Plumbers, and B. J. Donohue, ex-president of the state as- 
sociation, both of New York city, the master plumbers 
of Port Jervis, who have been estranged for some time, 
were on Thursday, May 9, organized into a local asso- 
ciation with the following officers: Charles I. Peck, presi- 
dent, and John D. Swinton, Jr., secretary-treasurer. The 
membership includes these firms: Gordon & Malvern, 
Charles I. Peck, Swinton & Co., Charles D. Patterson, 
Frank Driller, John J. Tooth and J. C. Prescott. A great 
deal of enthusiasm was manifested throughout the pro- 
ceedings of the procedure and it is hoped a great deal of 
good will be derived from the new venture. The mem- 
bers seem most earnest and have pledged their loyalty 
to the state association and to themselves. A very enjoy- 
able automobile trip was given under the auspices of one 
of the local members. 

Philadelphia, Pa.—In addition to electing some new 
members, the association at its last meeting, May 2, 
elected the following delegates to attend the National 
Convention at Louisville, Ky., in June: H. L. Righter, 
George EF. Uber, J. Gilbert Lowener, S. Louis Barnes, 
Richard H. Watson, John F. Dwyer, S. G. Riley, William 
McCoach, Jacob Bugger, Frank P. Brown, William Boal, . 
Thomas J. Barry, Gregor Drummond, E. F. Roberts, Louis 
J. Sommer, Thomas B. Sutch, Robert J. Hoben, William 
H. Doyle, Harry C. Highley, Harry B. Lentz, Albert M. 
Hicks, Eugene Quindlen, D. F. Durkin, Jr., George Moe!l- 
ler, F. Widemann, Frank Kramer, Howard 5B. Smith, 
Harry Boon, Milton L. Hamilton, Geo. A. Arnold, D. V. 
Kennedy, John A. Quinn, John McNally, and John J. 
Kelly. The association is in a flourishing condition, 
having at the present time a broader and deeper influ- 
ence together with a better harmony between the supply 
houses and the master plumbers than has ever existed. 


CONVENTION DATES. 

May 21, 22 and 23, 1907.—Annual convention of the 
National Association of Master Steam and Hot Water 
Fitters at the Arlington Hotel, Washington, D. C. 

June 5-6, 1907.—Joint meetings of Central and Eastern 
Supply Associations at Norfolk, Va. 

June 24, 1907.—Annval convention of the Kentucky 
State Association of Master Plumbers at Louisville, Ky. 

June 25, 26 and 27, 1907.—The twenty-fifth annual con- 
vention of the National Association of Master Plumbers 
at Louisville, Ky. 

July 18 and 19, 1907.—Summer meeting of the Ameri- 
can Society of Heating and Ventilating Engineers at 
Milwaukee, Wis., with headquarters at the Hotel Pfister. 





Any advertiser in ‘‘Domestic Engineering’’ is at lib- 
erty to examine its paid subscription list at any time. 
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8-ROOM HOUSE 


Hot Water Rating 825 Sa 
Square Feet 


SPECIFICATIONS—Outside diameter, 23”; height, 66%”. Diameter 
of firepot, 20”: height of firepot, 39”. Diameter of flues, 3”; number 
of flues, 13. Length of flues, 20”. Diameter of smoke connection, 8”. 
Supply tappings, 6-114”; return tappings, 6-1%4”. Thickness of shell, 
1”; thickness of firepot, 4”; thickness of heads, %”. Weight, 
900 pounds. 

These boilers are manufactured from 60,000-pound tensile strength 
boiler steel with shell and firepot 4” thick and heads *” thick. Flues 
are 3” in diameter of best open hearth steel expanded into heads. 
They are machine-riveted throughout under 60 tons’ pressure with 
% union cone head rivets and calked and tested under 80-pound 
hydrostatic pressure. 


ASTINGS AND TRIMMINGS are of soft gray iron and include ~ .00 BUYS THIS 
heavy rocking and dumping fringer grates of latest pattern, ash pit BOILER 


and fire door frames and doors ground and fitted, adjustable check 
damper and cast iron smoke connection with hinged lifting cleanout 
and flue cover. 

TOOLS—Each boiler is furnished with complete set of fire tools, in- 
cluding shaker bar, flue cleaner and clinker hook. 

HE RATING for these boilers, 825 square feet of hot water radia- 

tion or 525 square feet of steam, is according to the standard accepted 
and used by boiler manufacturers. 


500 of these Boilers at Less than 
Manufacturer’s Cost 


|BOILER5 
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THE REASON—We offer .this steel boiler at less than manufac 
turers’ cost price to try out an idea. It would not have been possible 
for us to make this unheard-of low price except by having the steel 
made to exact size without waste at the rolling mill for its different 
parts in large duplicate quantities. In order to get the boilers for 
our regular trade through our factory it was advisable for us to make 
the surplus even if we had to sell it at a loss. We decided to use 
the surplus to introduce our boilers to new customers. 

STEEL CANNOT CRACK—These boilers are made of the same 
material as high pressure boilers and are equal in durability and 
workmanship. There are no cast iron sections, nothing to break or 
crack, no leaky joints to pack. The material is so mueh stronger 
than cast iron that it need not be as thick, allowing the water to 
come closer to the fire and heat very rapidly. 

VERY EFFICIENT—tThe firepot is deep and large and completely 
surrounded by water to the grate level. It will hold an abundance of 
fuel for a steady fire. ‘The round firepot leaves no dead corners to 
clog up with ashes. The combustion chamber above is abundant to 
allow the gases to mingle and burn before passing into the flues and 
exposes a large amount of surface to the fire as well as to contact 
with the flames. Very effective secondary surface is provided in the 
large number of flues above. 

CLEANING—tThis is easily accomplished by running a wire flue 
brush through the flues pushing the soot into the firepot where it is 
burned up. Scraping the soot off the irregular shaped sections of the 
east iron boiler is a difficult operation, often neglected with great 
waste of fuel. Steel boilers are always used for big buildings because 
they are more economical and the same fact applies to these boilers. 

360 DAYS FREE TRIAL OFFER—We have manufactured and used 
this boiler for years and have such confidence in it that we will give 
you the unheard-of privilege of returning it after one year’s use if 
you are not fully satisfied and give you your money back—you to be 
the sole judge—something no other boiler company is willing to do. 

MENT—We will ship these boilers upon receipt of order ac- 
companied by $10.00, balance upon inspection. 

XPANSION TANK FREE—If all cash with $5.00 additiona! is 
sent with the order, we will furnish the Andrews Regurgitating 
Safety Valve which increases the heating power of the radiators 
50 per cent and reduces the cost of piping one-half, and furnish free 
of charge one heavy galvanized iron expansion tank. 

This offer expires June 18. Send your order at once. 

Seventy-two-page heating catalog and large desk blotter poster 
descriptive of boiler sent upon request. 


Andrews Heating Co. 


579 LaSalle Building, CHICAGO 
MINNEAPOLIS. ST PAUL WINNIPEG 
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| OBITUARY | 

Thomas G. Moore, a master plumber of Philadelphia, 
passed on in a sad manner on Tuesday, May 7, as the 
result of a fall on the preceding Sunday evening. After 
a pleasant afternoon and supper with his wife he left 
her with the assurance that he would return shortly as 
he intended to take only a little walk. He had walked 
only two blocks on South Broad street, when he was 
seized with convulsions and falling backward struck his 
head on the stone sidewalk and crushed his skull. A police- 
man seeing him fall conveyed him quickly in a passing 
automobile to the Howard Hospital, where he lingered 
until the following Tuesday before his demise occurred. 
His distracted wife did not know what had happened to 
him until late Monday afternoon, when she discovered 
him in the hospital only three blocks from their home. 
Mr. Moore had a host of friends and his beautiful office 
and show room at Broad and Lombard streets was one of 
the bright spots in that vicinity. He had been in busi- 
ness about ten years. Prominent members of the Mas- 
ter Plumbers’ Association acted as pallbearers at his 
funeral on Saturday, May 11. 











PLUMBING INSP 


Peoria, Ill—FEd A. 
plumbing inspector for a term of two years. 

Aurora, Ill.—Dr. C, W. Geyer, commissioner of health- 
elect, has been visiting the Chicago health department 
with a view to ascertaining the methods employed in the 
plumbing inspection department. 

Leavenworth, Kan.—It is hoped that a plumbing code 
will be adopted by this city within two months. J. 8S. 
Levene will be a candidate for appointment of plumbing 
inspector. Mr. Levene has been visiting eastern cities, 
studying the practice of plumbing inspection depart- 
ments, so that he may be informed as to the best method 











Donahoe _has been reappointed 


now adopted. 

Chicago.— When the case of Perry L. Hedrick, charged 
with accepting a bribe while acting as chief sanitary 
inspector, came up Tuesday in the Municipal Court at 
the Harrison street branch, Judge Fake presiding, it was 
postponed until May 29 to permit further examination of 
authorities by the state’s attorney, Clifford G. Roe. Mr. 
Hedrick’s friends say that while the present defense is 
entirely technical, when the case is brought before the 
proper tribunal, the Chicago Civil Service Commissioners, 
he will be able to prove his entire innocence. 

Chicago.—Health W. A. 
Charles B. Ball a letter of authority under which he took 
the position of chief sanitary inspector on Tuesday morn- 


Commissioner Evans gave 


ing. The health commissioner acted under the resolution 
adopted by the Civil Service Commission last week restor- 
ing Mr. Ball to the position. Perry L. Hedrick, who has 
acted as chief sanitary inspector for three years, and who 
is deposed by this action, says he will contest the action 
of the Civil Service Commissioners on the ground that 
the markings of the examination papers which gave 
Charles B. Ball the position at the head of the list of 
eligibles, were ignorantly made and unfair and that Pro- 
fessor Jordan and James Baggot, two of the judges who 
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marked the papers, did not know the correct answers to 
the questions they passed judgment upon. 

Ottawa, Ill.—In his annual report presented last week 
Mayor Hook of this city referred to the office of the 
plumbing inspector in the following terms (which we 
deem of sufficient interest to reproduce): ‘‘In my opin- 
ion and from my experience I wish to say that the 
plumbing inspector is a necessity and not a luxury. Be- 
fore his appointment plumbing was being done in this 
city without regard to the ordinances or the health of 
the community. Numerous complaints were lodged with 
me regarding the violation of rules of sanitary plumbing 
but I had no means at my command of determining 
whether the work was properly done or not until after 
the appointment of a plumbing inspector.’’ 





PLUMBING LEGISLA TION | 


Kansas City.—The plumbing ordinance is being gone 
over with a view to having it revised. 

Winona, Minn.—The board of municipal works passed 
an ordinance last week providing for the licensing of 
plumbers. 








Harrisburg, Pa.—A bill was passed in the senate 
amending the act authorizing boards of health to reg- 
ulate house drainage and license master plumbers, so as 
to extend the license requirements to all plumbers. 

Boston, Mass.—The proposed bill creating a state board 
of plumber examiners came up May 9 before the house 
committee on ways and means, and it is expected that the 
committee will report the bill with a recommendation 
for its passage. 


| THE LABOR FIELD | 


Wheeling, W. Va.—All the union plumbers in this city 
are on a Strike. 








Manitowoc, Wis.—The journeyman plumbers are on a 
strike for a nine-hour day. 

Marshalltown, Iowa.—All the journeyman plumbers in 
this city have gone on a strike for shorter hours. 

Toronto, Ont.—About 450 journeyman plumbers have 
voted to strike for an increase of 71%4 cents an hour. 

Houghton, Mich.—The journeyman plumbers of this 
city and of Hancock have gone on a strike for higher 


wages. 


NEW WATER WORKS 














Withee, Wis.—It is planned to have a waterworks sys: 
tem constructed here at an estimated cost of $9,000. 

Canton, Miss.—It is reported that waterworks and elec- 
tric light systems will be installed here at a cost of 
about $100,000. 

Comanche, I. T.—It is reported that a waterworks sys- 
tem will be constructed here in the near future at an 
estimated cost of $25,000. 

Big Timber, Mont.—It is planned to have a water- 
works system constructed here this summer. E. C. Hale, 
town clerk, can give additional information. 














| BUSINESS VENTURES | 


Elkton, S. D.—Henry 
plumbing business here. 








Pederson has engaged in the 
San Antonio, Tex.—The LaBundy-Bruhns Co. will en- 


gage in the plumbing business here. 


New York, N. Y.—The Tomback & McPhee Company 


has been incorporated with a capital of $10,000. 
Newark, N. J.—H. N. Shibla has engaged in the plumb- 
ing and heating business at 117 Warren street. 
Billings, Mont.—The Beeman-Stocking 
been incorporated in this city and will do a plumbing 
business, 


Company has 


Carlisle, Pa.—A new plumbing shop has been opened 
on East North street by C. D. Neusbaum, who will con- 
duct a general plumbing and heating business. 

New York, N. Y.—Herrington Bros. have incorporated 
with a capital of $10,000. The directors are: J. J. Her- 
rington, Matilda J. Herrington and L. J. Herrington. 

Pittsburg, Pa.—A new plumbing and heating estab- 
lishment has been opened at 4039 Pennsylvania avenue 
by G. R. Feld, who will conduct the business under the 
style of G. R. Feld & Co. 

Brooklyn, N. ¥.—The Frank Byrne Steam and Hot 
Water Heating Company has been incorporated with a 
capital of $5,000. The incorporators are: Frank Byrne, 


Adam Klein and J. J. Metzger, all of Brooklyn. 


CAPITOL B 


OILERS 
AND 





Honest Ratings 


The rating on a boiler is worse than useless if it is not honest 


because it then becomes a menace in 
Stating the ratings of the 











Send for Catatog. 


le 









BRANCHES: 

NEW YORK, 129 Worth Street 
CHICAGO, 42 Dearborn Street 
KANSAS CITY, MO., 114 W. Lith Street 
OMAHA, NEB.., 415 S. 15th Street 
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RADIATORS m 


its misleading falsehoods, In 


A | Capitol Boilers 


we have been conservative, preferring to have them possibly a bit too low than 
, too high but the ratings we have given we absolutely guarantee, provided the 
3 radiation in each case is sufficient, the piping of proper size and installation, the 
: boiler connected to a flue of ample capacity and good draft, 
fuel is used, and the boiler operated in accordance with our printed instructions. 


(nited States Heater Company. 


Home Offices ond worhes 


B 
DENVER, COLO.. Kell 
MINNEAPOLIS, MIN 
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East Pittsburg, Pa.—H. T. Snyder has opened a new 

plumbing shop here, and starts business with the con- 

tracts for the new Miller building, the Dunbar residence, 
the Klanchans residence and the May residence. 


Pittsburg, Pa.—M. 
ing establishment at 3430 Butler street, this city, and has 
associated with him James Conlon, who was formerly 
connected with W. J. Valley, the plumbing contractor. 


BUSINESS CHANGES | 


Lincoln, Neb.—Geo. Chipman has moved his plumbing 
establishment into new quarters. 

Independence, Ia.—Allen & Simmons have purchased 
the 


I’. Conlon has opened a new plumb- 











plumbing business of Brooks & Courtnage. 
Wernentin have sold their 
Schlosser & Mahan. 
Ridgway, Pa.—C. L. Cody will move his plumbing busi- 
ness from 159 Main street to the Schirck building. 
Minot, N. D.—McGraw & Swenson have been succeeded 
in the plumbing business here by S. N. Swenson & Co. 
Albert Lea, Minn.—Walter Bickford has succeeded to 
the plumbing and heating business of Luce & Bickford. 
Salem, O.—Alman & 
gas fitters at 104 East have dissolved part- 
nership, A. E. Powell retiring from the firm. The busi- 
ness will be continued at the old location by C. FE. Al- 


Muscatine, Ia.—Corry & 
plumbing business to Eppel, 


Powell, plumbing contractors and 


Main street, 


man, 











pe 


a suitable grade of 





Capitol Solar Boiler (Steam) 


‘Et KOO, MICH, 


IES: 
TON, MASS., J.H. Cunningham & Co. 
& Stokes Stove Co. 
-» Plumbing & S: 








F. Supplies Co. 
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Meyersdale, Pa.—W. D. Duquid, the local plumbing and 
heating contractor, announces that he will discontinue 
his business and move in the near future to Seattle, 
Wash., on account of his health, which has been failing 
for some time. 

Mount Pleasant, Pa.—Edward Sherrick, of Sherrick & 
McWilliams, announces that he will discontinue the busi- 
ness owing to the demise of his partner in the firm, who 
was killed last month by a street car here. The business 
will be disposed of as soon as possible. 

Pittsburg, Pa.—The business of the Mellott Heating 
Company has been moved from Wood street and Second 
avenue to 634 Smithfield street, where the company is 
now occupying the entire building, and has about twice 
the floor space that was available at the old location. 
New lines will be added, including chandeliers and re- 
frigerators. 





CONTRACTS AWARDED 


Des Moines, Ia.—The Globe Plumbing & Heating Co. 
has received the contract for the heating plant in the 
new county jail. 

Des Moines, Ia.—The Des Moines Plumbing and Heat- 
ing Company has received the contract for the plumbing 
work in the new county jail. 

Omaha, Neb.—J. J. Hanighen & Co. has been awarded 
the contracts for the plumbing and heating in the J. L. 
Brandeis & Sons’ building. The consideration is about 
$50,000. 

Lake Charles, La.—The Model Plumbing and Heating 
Company, of Beaumont, Tex., has been awarded the con- 
tract for the plumbing and heating plants in the sani- 
tarium for the Sisters of the Incarnate Word. 

Beaver, Pa.—Charles Treiber, the local plumbing con- 
tractor, has had plans prepared for the erection of a 
modern 3-story business block that he will erect at once 
on Seventh avenue. He will install both the heating 
and plumbing systems himself, and when the building 
is completed, he will occupy the first floor with his 
plumbing business. 











- PACIFIC COAST | 


San Francisco, Cal.—After a year of industrial peace 
San Francisco is now in the midst of a series of labor 
strikes and several more are threatened. Nearly all of the 
workers in the metal trades are out, the telephone opera- 
tors are out with the result that communication by wire 
is almost suspended, all the laundries are closed and the 
bakers and cooks are expected to go out in a short time. 
Naturally there is a little reaction in trade circles and 
this will soon make itself felt in the building trades. So 
far, however, there is but little dropping off in actual 
work, though the amount of new work undertaken is fall- 
ing off. There is a possibility that the strikes will be 
very short-lived as there has been no bitterness in the 
controversy and public opinion is very much opposed to a 
protracted struggle at this time. So far the plumbers and 
gas fitters as well as the sheet metal workers are tranquil 
and the masters are hopeful that the thirst for strike will 
wear itself out in other lines before it reaches the trades 
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in which they are immediately concerned. The problem 
of wages and more especially the problem of apprentices 
was taken up at the convention this week, but no report 
of the result has yet been given out. 

Edmund Grundy and Hoyt Bros., of this city, have se- 
cured a contract for plumbing, gas fitting, sewering and 
other work for a four-story and basement brick building 
on Eddy street near Leavenworth, now being erected by 
Chas. Mayer. The value of the contract is $44,700. 

The construction of large buildings on California street 
and elsewhere in what may be known as the financial 
district continues. Work on the buildings already under 
construction is progressing rapidly now and several new 
ones are about to be begun. This week the Marvin estate 
secured a permit to erect a seven-story fireproof building 
on California street near Drumm at a cost of $203,000. 
Another large structure about to be erected in the finan- 
cial district is the Juda Boaz building on the east side of 
Montgomery street between California and Sacramento. 
This building will cost $50,000. 

a * ° 

Frank Golden and Henry Ackerman, of Reno, Nev., are 
having plans drawn for a new hotel building to cost, 
exclusive of the site, $450,000. 

John Stock & Sons, of San Jose, Cal., have recently 
secured a number of large plumbing and heating contracts 
in San Jose and vicinity. Among these are the plumbing 
and heating of the new County Hospital of Santa Clara 
County for $13,590, and the heating plant for the Santa 
Clara County Almshouse. 

The old Hotel Perkins, at Fifth and Washington streets, 
Portland, Ore., is to be remodeled and refitted throughout 
by Z. S. Spaulding, of Honolulu, who is now the owner 
of the property. A complete new system of plumbing 
will be put in and the matter of adding several stories 
is being considered. The elevator system will also be 


modernized. 


| CANADA 


A factory has been established at Galt, Ont., by the 
Electric and Gas Fixture Company. They will make light- 








‘ing supplies. 


Ingram & Davey, of St. Thomas, Ont., are to erect a 
modern hardware store with a complete plumbing and 
steam fitting department. 

Magnus & Lounds, of Halifax, N. S., had their plumbing 
shop destroyed by fire a fortnight ago. They lose heavily, 
as they only carried $3,000 insurance on stock and build- 
ing. | 

Toronto master plumbers, who were disorganized a year 
ago by the association, being fined $5,000 for ‘‘restraint 
of trade,’’ and who tried to get together last summer as 
a branch of the Employers’ Association, have been hold- 
ing weekly meetings for the past month preparing to put 
up a fight against the demand of the journeymen for an 
increase in wages. Unorganized, the masters have been 
between the upper and nether millstones, with materials 
and labor both going up, while price cutting keeps con- 
tract figures down to the minimum. About 80 per cent of 
the employing bosses are now in the new organization 
and a strong stand will be taken when the union puts 
forth its ultimatum next month. 
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TRADE LITERATURE RECEIVED THIS WEEE. 


From Crane Company, Chicago, 
‘*Klingerit,’’ 6x31% inches, 8 pages. 


circular describing 


From Joseph Dixon Crucible Co., Jersey City, N. J., 
‘‘Spring Painting’’ booklet, 64x34, twelve pages. 


From the Standard Sanitary Mfg. Co., Pittsburg, Pa. 
‘Modern Sanitation’’ for April. Fully illustrated. 


From United States Radiator Company, Dunkirk, 
N. Y., Booklet No. 407, describing and illustrating Triton 
and Chautauqua radiators. 


From the Robbins & Myers Co., Springfield, O., bulletin 
No. 55, the ‘*Standard’’ bracket, desk, exhaust and ceil- 
ing electric fans; 12 pages, illustrated with halftone en- 
gravings. 

From Crane Company, Chicago, catalog of Crane’s spe- 
cialties, valves, fittings and appliances for every purpose 
and all pressures, March, 1907, 6144x4\% inches, 96 pages. 
Fully illustrated. 

From Instantaneous Water Heating Company, 153-159 
South Jefferson street, Chicago, illustrated and descrip- 
tive catalogue of Acme instantaneous water heaters, 6x9 
inches, 32 pages. 

From the D. T. Williams Valve Co., Cincinnati, O. 
Booklet, 5%x35, 16 pages, describing the Williams re- 
grinding valves, treating of their construction and the 
method of operation, and renewal of seat bearings. LIllus- 
trated fully. 

From the Kewanee Water Supply Co., Kewanee, IIl. 
New publication entitled ‘‘ Kewanee System of Water 
Supply.’’ 10x8 inches, 62 pages. Superbly illustrated, de- 
scribing in detail the Kewanee system of water supply 
for estates, detached residences, institutions, ete. 


From the Smooth-On Mfg. Co., Jersey City, N. J., In- 
struction Book, No. 5, describing some of the many ways 
in which the different Smooth-On specialties have been 
used and recording the results obtained. Interesting and 
valuable to users of steams. Can be obtained on appli- 
cation. 

From the Joseph Dixon Crucible Co., Jersey City, N. J., 
calendar illustrating the City Investing Building now in 
process of construction at Broadway, Cortlandt and 
Church streets, New York City, in which the steel work 
above the street level is being protected from corrosion 
with Dixon’s silica graphite paint. 





PATENTS 








851,314. Ventilator for Water-Closets. Leo H. Pleins, 
Chicago, Il. 

851,346. Gas-Burner. Harvey A. Darling, Coshocton, 
Ohio. 

851,363. Heating System. Harry C. Mallory, New 
York, N. Y. 

851,400. Heating Apparatus. Daniel J. F. Buck, Chi- 
eago, Ill. 

851,030. Magazine Boiler. Anders B. Reck, Hellerup, 


Denmark. . 


852,237. Fastening of Hose-Pipes to Pipe Ends. 
Nielsen, Copenhagen, Denmark. 


Carl 


851,447. Valve. 

851,480. Automatic 
Scranton, Pa. 

851,487. Self-Closing Faucet. Charles Bergmann, Pitts- 
burg, Pa., assignor of one-fourth to Edward Barry, 
Johnstown, Pa., and one-fourth to Michael H. Dennehy 
and one-fourth to Michael Dwyer, Pittsburg, Pa. 


851,505. Pipe-Hanger. George F. Ernst, St. Louis, Mo. 


Alexander Simpson, New York, N. Y. 


Steam-Trap. William Austin, 


851,513. Waste for Bath-Tubs, Basins and Like Fix- 
tures. Patrick F. Guthrie and Thomas Hayes, Nutley, 
N. J. 

851,564. Gas-Burner Attachment. Joseph D. Sheehan, 


Brooklyn, N. Y. 

851,569. Extensible Gas-Pipe. 
eago, Ill. 

851,661. Clamp. Alfred M. Hewlett and George F. 
Van Brunt, Kewanee, Ill.; said Van Brunt assignor to 
said Hewlett. 


George W. Thorn, Chi- 


851,772. Acetylene-Gas Generator. Lars Pederson, 
Leland, Ill. 
851,813. Neutral Soldering-Flux. Oscar J. Lanigan, 


Chicago, I[ll., assignor to Garden City Laboratory, Chi- 
eago, Ill., a corporation of [linois. 


851,981. Pressure-Reducing Valve. 
waukee, Wis. 

851,957. Water-Purifying Apparatus. Edwin D. Pack- 
ard, Marion, Ohio, assignor, by direct and mesne assign- 
ments, to The Marion Incline Filter & Heater Company, 
Marion, Ohio, a corporation of Ohio. 


Jacob Cloos, Mil- 


851,985. Water-Heater. August Goldfein, Cleveland, 
Ohio. 

851,996. Hose-Clamp. Lafayette Palmer and Abra- 
ham L. Taylor, Harrisburg, Pa. 

852,005. Water-Purifying Device for Steam Boilers. 


William P. Wiemann, Allegheny, Pa., assignor to Wie- 
mann-Munhall Company, Pittsburg, Pa., a copartnership. 
852,068. Hot-Air- Register Attachment. Almon 0. 
Jones, Battle Creek, Mich. 
852,068. 
Moistening of Workshops. 
phonse G. Lambert, Levallois, France. 


Apparatus for the Combined Ventilation and 


Charles G. Lambert and Al- 


852,155. Self-Closing Faucet. William M. Bashlin, 
Warren, Pa. 
852,220. Clamp for Basin-Cocks. Thomas L. Ceeil, 


Coldwater, Mich. 


852,327. Pipe-Wrench. 
ant, Pa., assignor of one-fourth 
Mount Pleasant, Pa. 


Joseph Hartigan, Mount Pleas 
to Joseph P. Keller, 


852,334. Check-Valve. Raymond W. Lewis, Findlay, 
Ohio. 

852,341. Pipe-Cutter. Peter McGregor, Chicago, IIl. 

852,365. Pipe-Coupling. Jacob T. Willis, Macon, Ga. 


assignor of one-half to Arthur H. Williamson, Macon, Ga. 


852,382. Oil-Burning Apparatus. Edgar J. Foster, Los 
Angeles, Cal., assignor of two-thirds to Henry S. Woolner, 
Los Angeles, Cal. 

852,501. Bath and Basin Stopper. 
Bridgeport, Conn., assignor to The H. O. Canfield Com- 
pany, Bridgeport, Conn., a corporation of Connecticut. 


Henry C. Freshour, 
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Domestic Engineering 


Published Weekly by Domestic Engineering 
(Incorporated), $1.00 a Year, to Subscrib- 
ers in the United States. Beginning with 
M 1, 1907, to Subscribers in Canada, 
$2. a Year. Single Copies, 5 cents. 
Office: 


cago. Telephone Main 3254 











Advertising—Co and cuts for ad- 
vertisements rm | be received by the 
last day of the week preceding pub- 
lHication. We cannot guarantee inser- 
tions or changes in advertisements if 
received later. 


Entered in the Postoffice in Chicago, 


Illinois, as mail matter of the sec- 
ond class, Dec. 12, 1901. 


May 18, 1907 




















| Classified 
Hdvertisements 


The rate of advertising under this head- 
ing is 10 cents a line an insertion, The 
average advertisement runs six words to a 
line. To insure insertion in this column 
should be received not later than 
bee r-womgaay afternoon. — One man _ (from 

l 








Opelika, a., writes under date of January 
18, 1907 ‘“‘The little ad I had in Domes- 
tic Engineering on the 12th inst. has brought 
me 27 inquiries up till today. I consider it 
the best magazine that ever went into any 
office.”’ 





7 Help Wanted. 


WANTED—A GOOD, ALL-ROUND 

man for plumbing and heating estab- 
lishment. " Gehring, East Las 
Vegas, N. M. 5-18 


WANTED—JOURNEYMAN. PLUMB- 
ers, non-union, to wurk in middle- 


west city. Wages $4.00, 8 hours. 
Steady work. No. 687, ‘“‘Domestic En- 
gineering,’’ Chicago. 5-18 


WANTED- COMPETENT, EXPERI- 


enced city salesman for Chicago on 
boilers and radiation. Must be of 
good appearance and able to produce 
results. No. 680, ‘“‘Domestic Engineer- 
ing,’’ Chicago. tf 


WANTED—SHEET METAL WORKER 

and plumber; reliable man competent 
to install plumbing or furnace work. 
Steady employment for good all-around 
man. State age and experience. J. : 
Church & Son, Hallowell, Me. 5-18 











WANTED—SALESMAN FOR SPECIAL- 

ty line to cover New York and New 
England states; give experience and 
salary expected. First class position for 
a hustler who can get business. No. 
688, “‘Domestic Engineering,’ Chicago. 


| Situations Wanted. 





POSITION WANTED BY YOUNG 

man who has worked at the plumb- 
ing trade two years. Understands lead 
wiping. Best of references. No. 690, 
“Domestic Engineering,’ Chicago.5-25 





WANTED—POSITION AS SUPERIN- 

tendent or manager by reliable, expe- 
rienced plumbing and heating man. Up- 
to-date in business methods, prices, etc. 
Al references. No. 689, ‘‘Domestic En- 
gineering,’ Chicago. 5-18 


, For Sale. 








FOR SALE—WELL ESTABLISHED 

plumbing and heating business in one 
of the largest cities in northeastern 
Ohio. Ill-health reason for selling. Bus- 
iness about $50,000 a year. No. 684, 
‘“‘Domestic Engineering,’ Chicago. 5-25 


49-53 North Jefferson Street, Chi- ° 














FOR SALE—PLUMBING AND HEAT- 

ing business; stock can be reduced 
to suit purchaser. Reason for selling, 
have made a competency. Will rent 
building now occupied if desired. For 
particulars address J. Z. Royer, Rock- 
ford, Ill tf 
FOR SALE—PLUMBING AND TIN- 

shop in hustling town of 1,000 in 
north-central Wisconsin. Good prices 
and cheap rent. A fine opportunity. 
Will state reason for selling through 
correspondence. No. 683, “Domestic 
Engineering,’’ Chicago. 5-4 











Plumbing Schools. 


EARN $5 A DAY—LEARN TO BE A 
plumber in from 4 to 6 months on 
easy payments. For particulars ad- 
dress Master Plumbers’ Trade School, 
3402 Lindell Ave., St. Louis, Mo. 


PLUMBING SCHOOL—WE TEACH 

you in a few months that which re- 
quires years by the apprenticeship 
method. Free catalog and full infor- 
mation. Plumbing School, Minneapo- 
lis, Minn. 

















Miscellaneous. 


PRICES WANTED ON COPPER 
floats and stems, also plumbers’ chain. 
Plumbers’ Sundries Co., 3000 Indiana 
Ave., Chicago. 
WANTED—GOOD SPECIALTIES FOR 
plumbers and steamfitters. We cover 
Illinois, Wisconsin, Indiana and Michi- 
gan and can sell the goods. Send sam- 
ple to Plumbers’ Sundries Co., 3000 
Michigan Ave., Chicago. 
TO MANUFACTURERS OF PLUMB- 
ing Supplies and Specialties: I can 
place your goods with the trade in 
the New England states. Have large 
business connection. If you have any- 
thing to place in this market corre- 
spond with me. W. E. S., Room 609, 
419 Boylston St., Boston. 5-18 


Books 


PRACTICAL HINTS ON JOINT 
WIPING.—With Thirty-nine Illustra- 
tions from Actual Photographs. Writ- 
ten by two expert practical Plumbers 
for beginners, but with a view to giv- 
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The BULLARD 
AUTOMATIC 
WRENCH 


dealer about it. 


















TD 


Drop forged steel—and jaws of the highest quality tool steel. 

It locks and unlocks with a simple move of the wrist—no twisting 
of nuts—and the jaws can’t stick. 

A BULLARD will outwear any three other wrenches and save a 
great deal of time usually wasted. 

The instantaneous and perfect action of the tool makes it wanted 
at once by every man who has use for a wrench. 

If you don’t use a BULLARD AUTOMATIC WRENCH, see your 


Bullard Automatic Wrench Co., Providence, R. I. 


ing pointers to all thoughtful Plumb- 
ers. Sixty-six pages. Twenty-five 
Cents, postpaid. ‘‘Domestic Enginecr- 
ing,’’ Chicago, Il. 


FIFTY PLUMBING CHARTS.—<A 
Layout of fifty Jobs, giving sizes of all 
piping, Roughing-in Details for all Fix- 
tures, etc. An awfully handy Reference 
—when in doubt—for the small sum of 
Twenty-five Cents, postpaid. ‘‘Domes- 
tic Engineering,’’ Chicago, IIL. 


PLUMBING CATECHISM.—Princi- 
ples of sanitary Plumbing Design and 
Practice for the Information of Plumb- 
ers preparing for Examination. Com- 
piled by Charles B. Ball, M. Am. Soc. 
C. E., and Am. Soc. Inspectors of 
Plumbing and Sanitary Engineers, and 
Herbert T. Sherriff, A. B. Elaborately 





indexed; bound in cloth. Price, $1, 
celivered. “Domestic Engineering,”’ 
Chicago. 





SIZES OF STEAM AND RETURN 
MAINS.—With Tables and Di s- 
by twenty-five leading American Heat- 
ing Engineers. Every apprentice 
should read this book, although it was 
written for the information of every 
steamfitter who needs assurance as to 
the correct sizes for Steam and Re- 
turns. Bound in boards. Price, Fifty 
Cents, postpaid. ‘‘Domestic Engineer- 
ing,”’ Chicago, Il. 


NOTES ON HEATING AND VEN- 
TILATION.—An invaluable Course of 
Suggestions for the Steamfitter who 
understands the Simpler Forms of 
Construction and Operation of Heat- 
ing Systems, but who is striving to 
complete his Knowledge of the Busi- 
ness. By John R. Allen, Professor 
Mechanical Engineering, University of 
Michigan. Two hundred pages. Cloth 
bound. Price, $2, delivered. ‘‘Domes- 
tic Engineering,’’ Chicago, Il. 


MODERN PLUMBING ILLUSTRA- 
TED.—R. M. Starbuck. Price $4, de- 
livered; 384 pages 54 special Engrav- 
ings of full page Illustrations. No 
Plumber’s Library is begun without it. 
It has been adopted by the United 
States government in its sanitary 
work in Cuba, Porto Rico and the 
Philippines, and by the _ principal 
Boards of Health of the United States 
and Canada. Send us your check to- 
day for this valuable volume. “Do- 
mestic Engineering,’’ Chicago, Il. 
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| Gas Fixtures. Traps, Steam. 

Buyers’ Ready | E. BAGGOT CO., 45-47 EAST LAKE THE ALBANY STEAM TRAP CO.. 

St., Chicago, Ill. Makers of Gas Albany, N. s Improved Return 
Reference List | Fixtures and Fittings. Steam Traps. Practicability and effi- 
| c1lency 
| ew y. 
Expansion Bolts | Pipe, Cast Iron. Water Closets 

STAR EXPANSION BOLT CO., 147 | CHAS. MILLAR & SON CO., UTICA, —_ 

Cedar St., New York City. Manu- | N. Y. Superior quality Cast Iron Gas K. V. A. CLOSET TANKS AND 
facturers of Expansion Bolts in Iron, and Water Pipe, Cast Iron Soil Pipe Seats. None better made. Knott- 
Brass and Lead. Star Screw Anchors and Fittings, Cast Iron Screwed Fit- Van Arnam Mfg. Co., Fort Wayne, 
(Lead) are indispensable to Plumbers. tings. Ind. 

Ww. I. COU wean tes ACK, GALV AMERICAN’ STE i PT ee 
: 4 , GALYV., ME ‘i LAI "UMP CO., ' , ow 7 . verv high- 
Line Pipe and Hydraulic. The A. & Battle Creek, Mich. Makers of cuse, N. bt morning os tm — = 

J. Mfg. Co., 26 W. Randolph St., Chi- Marsh Steam Pumps for hot and cold est grade of Water Closets. Send for 

cago, Il. | water. booklet. ' 

Books. 


ILLUSTRATED CATALOGUE 
PRICES AND DISCOUNT SENT 





DATES ELEC CTR OTOR ‘Fas 


TER FCTRIC WANS 


me - Dicza Current t only.and for Ceiling, 


Column. Wall. and Desk We TE eR [AN 


> FORDESK Cour 
ALL AT MO 


FREE ON APPLICATION. D. i. BATES é& BRO 


N° 15 KENTON ST. DAYTON. OHMHIO.US.A 


ADDRESS 











LAWLER’S MODERN ‘PLUMBING. 
Covers beth ——— and heating. 
One of the most practical works ever 
written. po. E®* = ry 187 
illustrations. xtra Do- 
MBSTIC ENGINEERING, Chicago. 


SANITARY ENGINEERING OF BUILD. 
ngs, by W. P. Gerhard, C. E. The 
latest and most comprehensive treatise 
on the sanitary equipment of dwellings. 





Defective umbing and inadequate 
drainage and se — treated. Approved 
and Dp, 168 ly t methods described. 
' 454 ft 103 illustrations, 7x10 inches. 
Cloth, 00. DoMESTIC ENGINEERING, 
Chi cago. 


PLUMBING ‘CATECHISM, OR THEORY 
and Practice of Plumbing on 
Charles B. Ball, M. Am. Soc 
Am. Soc. Inspectors of Plumb! 
Sanitary Engineers, and Herbert T. 
Sherif, B., some-time Editor “Do 
mestic Engineering.” Mem. Am. Plumb- 
ing and Sanitary Engineers. Bound ina 
cloth ; 6 x4% ; 100 pp.; ym nee in- 
dexed. $1.00. “Domestic Engineering 
Chicago. 
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Like all ** 
washers are made of best grade of rubber, designed for 


longest wear. 





The Mark Found Only On Good Goods 





Canfield’’ goods the basin and bath tub waste 


Always ask your jobber for 


H. O. CANFIELD CO., Bridgeport, Conn. 


**Canfield’s’’. 


_ 











Just off the Press: 
Testing Drainage, Plumbing 
and Gas Piping 


A Complete Guide. By Jno.K. Allen, Contains exact and 
reliable information of the different tests that can be 
applied to drainage, plumbing and gas piping systems, 
both newand old, And theinformation is given in easily 
understood every-day English, 42 pages, 5x7% inches, 


Price only 25 cents, 
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49-53 N. Jefferson Street, 





Chicago, Ill. 
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WATER HEATERS 





KEWANEE BOILER COMPANY 


KEWANEE, 


This line of water heat- 
ers has fora long time, 
been a great favorite 
with the architects 
and is_ specified in 
large quantities for big 
apartment buildings, 
public institutions, 
large residences and 
in fact anywhere that 
a reliable and econom- 
ical supply of hot wa- 
ter for domestic pur- 
poses is desired. This 
is a profitable kind of 
business and one you 
should go after. Let 
us send you our litera- 
ture. 


ILLINOIS 





























XXV1 DOMESTIC ENGINEERING 
Index to Advertisements 
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Murchey Machine & Tool Co.’s 
s New Rapid Upright Roller 
v Pipe Cutter 


















Capacity % to 2" 


A Money Earner 


One Man  perating 


this ma- 
chine can easily double 
output of five pipe ma- 
chines. Cuts accurate to 
length from close nipple 
to 10 ft. Glad to mail 
you our catalogue. 














Made right, works right and . , 
Sells right. Price $125.00 Detroit, Mich. 


net f. o. b. Detroit. 4th and Porter Sts. 








—— Dean’s System of Green House Heating 
By Steam or Hot Water 


A Plumbing Catechism With formulas for obtaining different temperatures. Tables giving radiation 


necessary per square foot of glass, tables giving glass surface, size of flow and 














or The Theory and Practice return pipes and much other useful information. Price $2.00 prepaid. 

of Plumbing Design Domestio Engineering, 49-53 N. Jefferson St., Chioago, Ill. 

in Question and 

Answer JOHN C. KING & COMPANY 

- “THE ROOKERY” CHICAGO 

Members: 

CHAS. B. BALL, M. Am. Soc. C. E. New York Stock Exchange Chicago Stock Exchange Chicago Board of Trade 
Member American Society Inspectors of Plumbing and Sanitary . NEW YORK OFFICE 
Engineers. Formerly Chief Sanitary Inspector Tenement House Make a specialty of unlisted securities 7 Wall Street 
Department, New York. - 

AND 

H. T. SHERRIFF, A. B., Editor of Domestic Engineering és: Ee 
Member American Society Inspectors of Plumbing and Sanitary - | rT 
Engineers. Js ee PD hid a ARON Kosi 
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liable information on the subject. “@ ‘e@ ‘e@ ‘@e We ha ee 
100 pp.; cloth bound, $1.00, delivered poate ' 
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A Practical Design 





Vitreous earthenware lavatories are now conceded to be the highest develop- 
ment in sanitary fixtures. They are durable, cleanly and artistic. This is 
Plate K No. 9 from our beautiful catalogue, which will be sent upon request. 


THE GREAT WESTERN POTTERY CO. 


KOKOMO, INDIANA TIFFIN, OHIO 
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IF 

YOU 

ORDER 

GENUINE MURDOCK HYDRANTS 


and your dealer sends you hydrants 
that have not the full name cast on 
the stock—thus Ba 








Send them back. 





‘One Swallow Doesn’t Make a Summer” 


any more than the single letter ‘‘M”’ 
spells ‘*‘ MURDOCK” 


Suppose You Ordered a Steinway Piano 


and the dealer sent you one with the 
single letter ‘‘S’’ on it, 


What Would You Do? 


You would likely insist upon getting the 
worth of your money. Don't let cheap 
imitations attract you. They are cheap only 
in price. Buy the 


Genuine Murdock Hydrants: 














There is no reason why your dealer cannot 
send you the ‘‘real thing’’ if you only insist. 











SOLE MAKERS 


The Murdock Mfg. @ Supply Co. 








WHOLESALE 
PLUMBING, GAS AND STEAM SUPPLIES 
PROPRIETORS.OF EASTERN AGENT 
AMERICAN BRASS WORKS Cincinnati, O. THOS. H. HUTCHINSON 





A. 
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SHIRLEY PIN INDIRECT RADIATORS 
are made in 12 feet and 20 feet sections 


WE MAKE A COMPLETE LINE 
Plain and Ornamental Radiation 


Shirley Radiator & Foundry Co., Indianapolis, Ind. 
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PATENT FURNACE 
WATER HEATER 


This heater can be installed in 
any furnace without disturbing 
the fire. Will furnish sufficient 
water for ordinary domestic use. 
Easily connected and after once in- 
stalled can be removed and replaced 
in 30 minutes. Equipped with brass 
rods to remove all deposits. Made 
in three sizes. 


GATES & FOX 


419 E. 16th Street Indianapolis, Ind. 











Simpson, Bevans & Co. 


Electrotypers 


Special attention given to out-of-town 
trade. Prices on application. 


Telephones: Main pet 


164-170 South Clinton Street, Chicago, Ill. 











Century Engraving Co. 


T. VAN HOUSEN, Manager 


ENGRAVERS 


DOMESTIC ENGINEERING 


166 South Clinton Street, Chicago, Ill. 








The Champion 
Hydraulic and Electric 
Water Lifts 


Hydraulic Water Lift for pumping soft 
water. 


Entirely automatic and noiseless. Works when 
water is used; stops when consumption ceases. 
Requires no oil or attention. The best Hydraulic 
Lift on the market. 





Hydrauli 


Electric Water Lift to In- 
crease Water Pressure 


in the upper stories of buildings 
where the city supply is not suffi- 
cient, or for pumping soft water. 
A compact and powerful pump. 
Entirely automatic. Made either 
for direct or alternating current. 


The Champion Lifts are made of 
the best materia! and guaranteed 
to give satisfaction. 





Electric 


THE CLEVELAND FAUCET CO. 


Cleveland New York Pittsburgh Chicago St.Louis San Francieco 














Improved Cast = cqee 
Iron Sink Trap 





The Andrew M. Morrison 


Improved Cast Iron 
Sink Trap 


Patent Pending 
has water seal of three 


inches, with clean out Exact 
plug at top and bottom height 

; for 
of bends. It is pro- 

; proper 
vided with a neat ad- setting 
justable floor flange of 
and regular sink collar, sink 
and is very easily con- and will 
nected. fit any 

sink. 


Morrison & Kretschmer Mfg. Co. 


DUBUQUE, IOWA 
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Auxiliary Water Heater - The Lewis 
ee — = 

for Hot Air Furnace ™ _ eI 
=> Power Washer 
When placed in furnace _ = ~i 1 “Let the water do the 
as shown in cut has Cca- Mn \ "+4 ar | = ae : work. A washing ma- 
pacity to carry 50 to 600 ramen gS . chine operated by city 
ft. of Hot Water Radia- fit. water pressure. Saves 





labor, time and money. 
(;uaranteed to operate on 
a water pressure of twen- 
ty pounds or over. Sold 


ar =) 

, I 

tion. The only heater of f. af? meV) : 
: : BN SHOVE 
sufficient capacity to be ) Lise i va) hi 


of practical value. Send ah 
aon Te: 





us sketch of your furnace 

giving diameter and 

height of drum over fire 

pot and state number and 

size of rooms tobe heated. 
We can help you. 


under a guarantee, by 
_ dealers only. Write for 
- prices and terms. 


The Monarch Mfg. Co. 


\ 

: ' Manufacturers of Lewis Power 

Obenchain & Boyer e Washers, Monarch Water Motors, 
118 VINE STREET Monarch Water Lifts, Lewis Stop 
COLUMBUS, OHIO & Waste and plumbers’ supplies 


| 
| 
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ett ad mk G 
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Logansport, Ind. 















































i a * e 
This machine has made gas thirty years 
at % cent per hour 
' per 80 candle power. 
Makes gas for light- 
ing, cooking and fuel. 
| Matthews Gas Machine Co. 
40 Dearborn Street, Chicago 
Matthews Gas Machine and Automatic Mixer y. WRITE FOR OUR PROPOSITION 

















—— —? 
Vitreous China Lavatories 


EVERY DESIRABLE PATTERN 








They can be furnished with our Patent Overflow 
or Soap ‘Drip which permits of the hand going 
down with acloth to wipe it out. This special 
sanitary feature alone commends our line of 
Vitreous China Lavatories to your highest esteem. 
Our present prices on small vitreous lavatories are 
especially attractive. May we send you our new 
and complete catalogue? 


We alsocarry an 


FORT PITT emma FORT PITT 


Supply Co ship ataminute s 


Supply Co 
PITTSBURG notice PITTSBURG 





PENN. PENN. 
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This is one of the 
Laundry Trays 


PRONOUNCED OR 
MISPRONOUNCED 





“Just as good as” 


a 
_ 


ALBERENE 


OUR CATALOG—a postal will bring it—shows you that the 
CLAIM IS FALSE 


NEW YORK 
ec ALBERENE STONE GOMPANY 
PITTSBURGH 54-60 North Glinton 6t., Ghicago 
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FIT THEM WITH FITSEMALL 
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Mueller Fitsemall Bath Supplies fit any bath cock as perfectly as if 
designed for that particular cock. 
THE LEAD CONE BEARING 
Insures an absolutely non-leakable everlasting joint. Coupling nuts 
furnished with bath cock are used with this supply by slipping over 


inlet ends. Handsome in appearance. 


Easy of adjustment. Users 


of Mueller Goods are fully protected. Write for prices. 


UNCONDITIONALLY GUARANTEED 


H. MUELLER MFG. CO. 


Works and General Offices 


DECATUR, ILL., U. S.A. 


West Cerro Gordo St. 


TRADE MARK 


MUELLER 


REGISTERED 


Eastern Division 


NEW YORK, N.Y., U.S.A. 


254 Canal St., Cor. Lafayette 
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BARRETT SPEGIALTIBS 


TIDEWATER AND SEWER TRAPS, O. DOD. BACK 
WATER VALVES, CLEANOUTS, GREASE TRAPS 


BARRETT SPECIAL FITTINGS. BRASS RAIL- 
ING, IN ANY FINISH: Bea Sia 6. ee : 


JAMES BARRETT MFG. GO. 


Manufacturers and Wholesale Dealers in Plumbers’ Supplies 


48-50 Pearl St. BOSTON 209-11 Franklin St. 





Sewer and Tide Trap. 














BOWER. TRAPS 


IMPROVED 


are now manufactured exclusively by 


THE MONARCH BRASS CO. 


CLEVELAND, OHIO 
AT A GREAT REDUCTION FROM FORMER PRICES 


Send for catalogue and revised discounts. 





HIGH CLASS GROUND KEY—COMPRESSION AND FULLER WORK 
SOLDER NIPPLES AND UNIONS 























RECEIVERS © TESTED 
STEAM TRAPS TO 
REGULATORS 
ETC. 





tee AMILESS 
o 


























Trap Screw Ferrules, Brass and Iron Body End Ferrules, All Sizes 


High Grade Plumbers’ 


SUPPLIES 


Write us for prices when in the market for 


Ferrules—End Reducing or Trap 
Screw—Stop and Waste Cocks— 
Compression Work,Gas Goods, etc. 





Our Goops WILL PLEASE You Send for catalogue 


erie, PA. J, BR. CAMPBELL BRASS WORKS. £2: P4. 
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ge 5. B. High Pressure Ball Cock 


le , SIMPLEST AND BEST EVER MADE 





B.B. ?" All sizes % inch to 3 inches inclusive for Top, Bottom or End 

% Supply and also for Low Down Tanks with special float. Re- 
movable seat of best steam metal. We are making floats 
stamped with our B. B. which are thoroughly guaranteed, 


ASK YOUR JOBBER FOR THEM. 


BOSTON BRASS COMPANY 
36-40 Oliver Street, Boston, Mass. 





> 





4 
f 
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IMPROVED oF ee | 


Use no other. Patented Sept. 1896, Oct. 1903. Copyrighted 1897. \ ( \ 
The REX is the original pop-up waste. Has never been equalled. Finished \ eal 






‘“REX’’ Safety Basin Waste —s 






HMMA 
both inside and out, adjustable and made for marble, porcelain, and vitreous 
lavatories and fits any style of basin. Handle turns either to right or left and 
different stylescan be furnished to match basin cocks, Special wastes for Bath 
Tubs and Sinks upon application. 











, 











Jenkins Manufacturing Company 
Sole Owners and Manufacturers 
Factory: Bloomfield, N. J. 20 Vesey Street, New York 











A practical work on the best 


Lawler’s American Sanitary Plumbing.—,2.20 wn 


illustrating with original sketches the fundamental principles of everything the Plumber should know. By Jas. J. Lawler. $2.00 
prepaid. DOMESTIC ENGINEERING, 58-64 North Jefferson Street, Chicago, Illinois. 


The Brooks Shower Bath Cock 


A Perfect Bath Cock and Shower all in One 


A half turn of a single lever adjusts water for a shower or the tub 











New 
Unique 
Original 
and 
Service- 
able 


The construction is such that it positively cannot get 
out of order. No washers or packings of any kind 
are required. It is the only fixture of the kind per- 
mitting the direct application of a perfume or medicant. 
Costs no more than the common kind. For sale every- 
where by all jobbers and dealers in plumbing supplies. 


a" The Owen Novelty Co., Inc. 
MANUFACTURERS 
170 So. Clinton St., CHICAGO, ILL. 


FOR FURTHER INFORMATION WRITE US FOR BOOKLET. 
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Fey TWO YEARS OF ATTY) eG 











PRACTICABILITY 


52 years manufacturing and marketing plumbing equipment exclusively. 
































It is but natural that a self-contained organization working exclusively on one subject for fifty-two 
years should have originated a large proportion of the best development in that line. Wolff plumb- 
ing equipment is not only the standard of quality, but leads the world in dependable improvements. 


L. WOLFF MANUFACTURING CO. 


ESTABLISHED 18666 


MANUFACTURERS OF PLUMBING GOODS EXCLUSIVELY 


THE ONLY COMPLETE LINE MADE BY ANY ONE FIRM. 


SHOW ROOMS, 91 DEARBORN STREET 
DENVER CHICAGO TRENTON 


THe ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. TuRN TO Pace XXVI. 








DOMESTIC ENGINEERING XXXII 


suneenemmennt ltt nne 


“Standard 
CLOSET COMBINATION 
| 

















with either wood or porcelain enameled tanks, represent the highest type of closet 
construction. We make every part of each combination—the bowl, seat, wood or 
enameled tank and tank fittings—and guarantee each combination. The Standard” 
line of closets comprises fixtures for every possible purpose, and in each instance the 
cost is consistent with the quality. When specifying a “Standard” bath room include 
a genuine ‘Standard’ closet, making it a complete “Standard” modern bath room. 











DELECTO—Plate P-805 


“Sraaderd” Porcelain Enameled ‘‘Delecto’’ Syphon Jet Closet, with 2-inch Brass Flush Con- 
nection and Improved Koll Top Flushing Rim, 1¥-inch Plain Oval Seat and Cover attached with 
Nickel-plated Cast Brass Offset Hinges, Round Corner Copper-lined Tank with Tank Board, Box 
Top and Push Button, Nickel-plated Brass Supply Pipe, Flush Connection, Spun Cups, Brass Floor 
Flange, Rubber Gasket, Screws, Bolts and Washers complete. 





Plate P 805 as described, Enameled In and Out Bowl, and Natural, Antique or Golden 
Oak Tank, Seat and Cover ; : : : $32.00 


Standard Sanitary ‘fg. Co. 


PITTSBURGH, U. S. A. 


SOE 
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No-Leak Regulator 


(Water Pressure) 


ON 30 DAYS’ TRIAL 


TO ANY PLUMBER in the UNITED STATES I will send one 
‘‘No Leak’”’ Regulator,on thirty days’ trial, underany hydrostatic 
conditions known toexist. If at the end of that time,’or before, 
he finds the valve unsuited tothe purpose, or in any manner un- 
satisfactory. I wil! refund the purchase price, in addition to all 
expenses for material and labor to which he may have been put 
in placing the valve and takingit out. Write me today. 


HUGH MERRIE _ 
( 124 E. 8th Street, Cincinnati, Ohio ; 





LET US GIVE YOU A POINTER 














THE LARGEST ENGRAVING ANDO PRINTING MAIL 
ORDER PLANT IN THE WORLD !S AT YOUR SERV:=- 
ICE TWENTY-FOUR HOURS A DAY, EVERY WORK 
DAY IN THE YEAR. YOUR ORDER, WHETHER FOR 
50 CENTS OR $5.000.00, WILL BE THE OBJECT 
OF SPECIAL CARE. NO MATTER WHETHER YOU 
ARE iN NEW BRUNSWICK, ALASKA, SAN DIEGO. 
CALIFORNIA, FLORIDA OR NEW YORK, YOUR 
ORDER WILL SE HANDLED JUST AS INTELLIi- 
GENTLY AS {F YOU WERE IN OUR OWN OFFICE. 
TALKING THE MATTER OVER. LET US DEMON- 
STRATE IN A PRACTICAL WAY WE ARE ALL WE 
CLAIM. EVERY KIND OF ENGRAVING IN BLACK 
AND WHITE OR COLORS. ENGRAVED CALLING 
CAROS,., PRIVATE CORRESPONDENCE PAPER. 
OFFICE STATIONERY. RUBBER STAMPS, STEEL 
DIE EMBOSSING---EVERYTHING PERTAINING TO 
PUBLICITY. OUR PRICES ARE LOWER THAN THE 
SAME QUALITY OF WORK COSTS ELSEWHERE. 
WRITE. WIRE. PHONE OR CALL. 


ENGRAVING 6c 
PRINTING CO. 
MILWAUKEE,WIS.U.S.A. 


| ©: ae 
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FIFTY CHARTS 


Showing how 


PLUMBING SHOULD 
BE DONE 


TWENTY-FIVE CENTS. 








Shows every fixture, trap, ferrule, joint, pipe, 
vent, with proper sizes, material and dis- 
tances, for every kind of a plumbing job. 
Great aid in estimating. Shows customers 
how plumbing should be done and why it 
costs more than making woodboxes. A new 
edition for 25 cents by mail prepaid. Never 
before this edition sold for less than $3.50. 


DOMESTIC ENGINEERING 


64 N. JEFFERSON ST., CHICAGO. 




















Mark Your 
Plumbing Plans 


Tyler’s Rubber Stamps of 
Plumbing Fixtures < << *e 


Each fixture is an individual rubber stamp, 
exact size of cut; location of fixtures in any 
variety can be shown on building plans and 














applications for per- 
mits. Set of six 
stamps, with ink pad, 
in box, sent prepaid 
upon receipt of $2.00. 


DOMESTIC 
ENGINEERING 


49-53 N. Jefferson Street 
CHICAGO 
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A Modern Sanitary Trap 


“Positive” 
Anti-Syphon 





The waste enters 
the body of this 
trap at a tangent, 
with a full scour- 
ing sweep, pro- 
ducing a strong 
centripetal and 
centrifugal action 
that will carry 
off everything 
that will pass 
through the 

plug or strainer. 
This trap has 
stood the 
severest tests 
ever invented for 
an Anti-Syphon 
Trap. 


See that scouring whirl ! 








Patent Pending 


TRY ONE! 


RADCLIFFE’S ‘POSITIVE’ ANTI-SYPHON TRAP 


DON’T FORGET THE NAME. ASK YOUR JOBBER TO SHOW YOU ONE 


The Ohio Brass & Iron 
Mtg. Co. 


CLEVELAND, O. 





MAKERS OF THE WELL KNOWN RELIABLE OHIO STOP AND WASTE COCKS 
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Porcelain Enameled Iron ‘‘One-Piece’’ 
(Plate K 301) ‘‘Armeda’’ Wash Down 
Syphon Bowl,All Over Enameled, with 
(Plate K 321) Low Tank, All Over 
Enameled, with Trimmings, and 
Golden Oak Piano Finish Six Piece 
Pattern Oval Seat with Cover and 
Hinges, Complete. 


Plate K 341 Combination 


Complete as illustrated and described. 
List . ; . a ie 











J. M. KOHLER SONS CO. 
SHEBOYGAN, WIS. 


NEW YORK, 48 Cliff St. CHICAGO, 19-23 N. Clark St. 
OAKLAND, 1127 5th Ave. 

















THE ARKIN 
A MODERN CLOSET 


FOR UP-TO-DATE SANITARY PLUMBING 
ALWAYS SPECIFY GOODS MANUFACTURED 


BY THE FEDERAL COMPANY 


The ‘‘ARKIN”’ is a wall closet, attached to the wall and 
securely fastened to the soil pipe with heavy bolts. 
The ‘‘ARKIN”’ is a radical departure from the closets 
now commonly in use. Requires less water 
to flush. No part is attached to the floor. 
Occupies less space. 















MANUFACTURED BY 


FEDERAL COMPANY 


237 Washington Street, CHICAGO, ILLINOIS 


WE MANUFACTURE A COMPLETE LINE OF SANITARY PLUMBING FIXTURES 










THE ARKIN Fig. A-—2030 


THE ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. TUBN TO PaGE XXVI. 
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NEW CATALOG—Just off the Press 


SENT FREE ON REQUEST 





HE above is a reproduction of our 1907 sixty-four-page catalog. This catalog is filled 
from cover to cover with valuable information on the subject of water supply. It 
will be sent to readers of this publication, post prepaid and free of charge. We will 
also furnish prices and discounts if you will ask for Price Book No. 45. 

It will be of great interest and value to you to learn how the Kewanee System has 
successfully solved over seven thousand water supply problems for country and city homes, 
public institutions, hotels, school buildings, small towns, etc. 

The great interest shown in our new catalog by the trade, has led us to repeat 
this announcement, although we did not originally intend to do so. 


KEWANEE WATER SUPPLY CO., KEWANEE, ILL. 
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‘‘The Standard of the World”’ 


ARE 
HUMPHRYES PORCELAIN 
ENAMELED GOODS 


Smooth Castings, Faultless Enamel, Superior Finish 





CARCEL, PLATE M 270 


Humphryes Porcelain Enameled Prison Lavatory, with Slab, 
_._3 Bowl, Overflow and Back Cast in One Piece. 


GUARANTEED STRICTLY FIRST QUALITY 


The Humphryes Mfg. Co., Mansfield, O. 


N. Y. Office and Warehouse: 636-638 W. 34th Street. 











Sesco Vitreous China Lowdown Tank with 
Siphon Jet Closet 


2 L) 





Plate 100-A 
For Prices and styles write 


THE SANITARY EARTHENWARE SPECIALTY CO., 
Trenton, N. J. 











DEON A=—< 


23 x 27 inches. 








Thomas Maddock’s Sons Co., Trenton, N.J. 


AM=DHOss< SO 


D shaped bowl, fitted with lift waste and made for small pedestal. 


WRITE FOR CATALOGUE AND PRICES ON VITREOUS LAVATORIES. 
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FAWN Srauless Steel BATHTUBS 
PORCELAINED BOTH SIDES 


are being specified and used for the finest installations 




















CopE | Class Rim | Size | Packed weight List Price 
| ne | —-—-— | 
Queen | AA 3 in. | 5 tt. | 375¥bs. = | = $ 90.00 
PRINCESS | AA 3 In. | Sft.6in. | 400 Ibs. 105.00 





‘*Having the appearance of solid porcelain but with all the advantages of Seamless Steel” 


Seamless Steel Bathiuh Company,  =TRoIT, micuican 














Still Another 
New Design cai 





ew 





The ‘‘Tennessee’’ sink 
isnow made with corner 
piece (either right or left 
corner). Back, apron 
corner piece and de- 
pressed drain board all 
cast in one piece; no 
cracks, no joints. Sup- 
ported by concealed 
wall hanger and ad- 





justable legs. Write for 
price and full description 


PLATE C-93 “‘ TENNESEE”’ SINK 


THE CAHILL IRON WORKS 
CHATTANOOGA, TENN. 


New York OFFICE AND SALES Rooms, 101 BEEKMAN STREET, THos. H. HuTCHINSON, MANAGER 
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SHOWER BATH B 1122 


ABSOLUTELY THE FINEST SHOWER BATH MADE 


Nickel Plated Shower with Shampoo Attachment with Curtain Ring and Rubber Curtain, with Low Bell Supply Bath 
Fixture complete. All Valve Handles and Waste Top with China Index Centers (no tub), list...............+--$75.00 
Above Fixtures made to fit 4% in. Roll Rim “‘Monarch’’ Enamel Iron Bath Tub. Tub with Fixtures fitted complete can be 
furnished, if desired. Price on Application. Diameter of Shower Head, 6% inches. Diameter of Curtain Ring, 24 inches. 


WRITE FOR DISCOUNTS 


e 
Manufacture 


Shower 
Baths 


Write for 
our 
Catalog 

‘ ‘B’ ’ 





STREET & KENT MANUFACTURING COMPANY, 43-45 Fulton St., Chicago, Ill 


PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 
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Intelligent Economy 


forbids the purchase of three 
pumps when you can get ONE 
that will do the work of three. 


THE PERKES 


Combination Air Force 
and Test Pump 





can be used for testing soil 
pipe, proving gas pipe, and is 
the best force pump on the 
market. 


No stuffing boxes; all valves 
are on the outside, and work 
equally well with air or water. 


Patented March 15th, 1898 
Patented June 18th, 1901 


Send for Complete, 
Descriptive Circular. 


Charles Perkes 


Manufacturer and dealer in 
Plumbing Supplies. 


ESTABLISHED 1856. 
627-629 Arch Street, Philadelphia. 















SAFEGUARD 
YOUR REPUTATION 


q 



























Y insisting on securing from your jobber 
“‘NEVER-SPLIT’?’ CLOSET SEATS for 
installation on your best buildings you will 
conserve two interests from deception and 
ultimate loss—your own and your owner’s. 


Write us for catalog of styles for use 
on your jobber 


NEVER-SPLIT SEAT COMPANY 


EVANSVILLE, INDIANA 





















The Indestructible 


‘‘Never Split’ ’Closet Seat 




































The **‘NEVER-SPLIT’’ Closet Seat is commonly called the 
** INDESTRUCTIBLE’’ seat by architects and manufacturers 
of the common kind of closet seats. There is only one 
**INDESTRUCTIBLE’’ made therefore. It costs little more 
than the very commonest kind. 














Solid Porcelain, Highly 
Glazed Laundry Fixtures 
FOR YOUR PARTICULAR JOBS 


They are imperishable and impenetrable therefore 
wholly sanitary. They are sold as low in price as 
superior design, construction and material will per- 
mit and are cheap in the best sense of that term. 
We invite correspondence and will send our com- 
plete catalogue on request. 


Charles Graham Chemical Pottery 
Works 


986-1018 Metropolitan Avenue Brooklyn, N. Y. 
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“Never-Leak-Tank-Lining”’ 


F. & K.’s ‘‘Never-Leak-Tank-Lining”’ is the result of fifteen years of keeping 
a little ahead of all competitors. Just consider some of our “claims’’: 


Each complete ‘‘Never-Leak-Tank-Lining”’ 
is perfect. No water such as used for do- 
mestic purposes will attack it no matter how 
much acid, alkali or other corrosive ingredient 
contained. It is absolutely proof against 
electrolysis. It positively will not ‘‘sweat’’. 
It willlast indefinitely where no metal lining 
stood three months. It fits the tank perfectly. 


THE PRICE IS NO HIGHER THAN HEAVY LEAD 
OR COPPER. Ever tryit? One installation will make 
you its friend for life. 





New Style—No. 3, Bent, Low-down Tank 
Ask your jobber for particulars or write us today for Catalogue 


Findeisen & Kropf Manufacturing Company 


High Grade Plumbers’ Woodwork 
Twenty-first Place and Rockwell Street, CHICAGO, ILL. 























“Universal”? Stop and Waste Cock 


A High Grade Stop THE UNIVERSAL Stop 


and Waste Cock is so & 
constructed that it can be in- 
Stantly changed from right 
to left, and vice versa, by 
simply reversing position of 
handle when cock is open. 





Unexcelled for 
Simplicity 
and Quality 
Ask your Jobber 
for them 

















HE COMBINATION 

Tee and Lever Handle is 
cast in one piece. When 
Tee Handle is desired the lev- 
er can be easily broken off 
at point shown in cut by 
slight blow from a hammer. 


E also manufacture 
a complete line of 
Malleable and Cast Iron 
Fittings, Drainage and 
Brass Fittings, Brass and 
Iron Valves, Cocks, etc. 





THE KELLY & JONES Co. 


WORKS, GREENSBURG, PA. 


NEW YORK, PITTSBURG, CHICAGO ST. LOUIS, DENVER, SAN FRANCISCO 
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“B” Quality 
& Competition Bath Tubs 


A late season has overtaxed the capacity of 
our warehouses 








3 inch Roll Rim, 30 inches wide, selected quality 








We offer you subject to immediate acceptance, low 
prices on these surplus tubs. Write at once stating 
how many you can use as you cannot get them later. 


, Prompt 
ae Shipments 
— Our Specialty 





FLECK BROS CO., Philadelphia, Pa. 






PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 
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The Broughton Self-Closing Basin Cocks have been in use for 
many years. Some of the largest Hotels and Public Buildings 
in the United States are equipped with these goods. Made in 
Brass, Nickel or Silver Plated, and in Solid Silver-Metal. 





EVERY ONE WARRANTED 


Mansfactered & STEBBINS MFQ@. CO. 


SPRINGFIELD, MASS. Works at Brightwood 











THE CHAMPION 
WATER FILTER 





UN-FICTERED FILTERED 
WATER OUTLET. WATER OUTLET. 


Is the only perfect and complete one! 


Simple, easily cleaned and operated. Fits any faucet. 
Catalogue and prices of complete line upon application. 





The Champion Safety Lock Co. | 


GENEVA, OHIO 











THE “FOREST CITY” 


IF 
it is an ad- 
vantage to 
have a Stop 
& Waste # 
Cock that § 
you cank 





change in- 
stantly to a 
right. or left 
hand and that will cost no more than the 
other kind, — 

WRITE TO-DAY !! 








The Forest City Brass Mfg. Co. 


Plumbers’ & Steamfitters’ Supplies 


Cleveland, Ohio 




















LUDLOW 


Gate Valves 
Fire Hydrants 
, Sluice Gates 
= Cast Iron Pipe 
Water Works 


SUPPLIES 


MANUFACTURED BY 


PITTSBURGH MFG. GO. 


Pittsburgh, Pa. 


N.Y. Sales Agent: New York Heater & Supply Co., 160 Fifth Ave. 
WRITE FOR OUR CATALOGUE 








THE ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. TURN TO Pace XXVIL. 














DOMESTIC ENGINEERING 








= Indispensable to 
Plumbers 


The Sisson Insertable Soil 
Pipe Joints. Ask your Job- 
ber for our booklet or write 
us if he is out of them. 


R. ESTABROOK’S SONS | 


ist and C Streets, South Boston, Mass. 


"L68I°S*LIOO 
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C. N. HOOPER, Dubuque, Ia. 


VITREOUS ENAMELING 
TECHNOLOGIST 


Designs, builds and starts new plants. Improves qualtity and reduces 
the costs in those already established. 








PLUMBERS’ 


PULLS, 





Write for Catalogue ef 


PLUMBERS’ SPECIALTIES 1. 




















Ellis Improved 
Sewage Lift 


. ? 
Sy) 


sat tely the simplest 










and 
elevating 
Adapted 
to sewage works, underground 


fixtures 











Geo. V. Ellis Sewer Lift Co. 


274 Ninth Ave., New York City 




















The “Berkshire 


= 


A complete mold a minute. 
Absolutely automatic. You 
push the lever «nd the ma- 
chine does all the rest. 





Write us for circular and 
complete description. 


The Berkshire Mfg. Co. 
CLEVELAND, OHIO 

















THE CELEBRATED 


BELL WASHER 


TAKE NOTICE: All washers manufactured by 
Andrew Bell will be stamped ‘“The Bell"’ in future. 
Samples sent by mail. Made only by 

ANDREW BELL 
375 Market Street, Newark, N. J. 














CHAIN, EIGHT HOOKS, SPLIT LINKS. CLOSET 
PIPE STRAPS, JACK CHAIN, 


ETC, 


The Smith & Egge Mfg. Co. 


BRIDGEPORT, CONN. 








‘* The Goods That Please’’ 


Est. 1869 Inc. 1898 





Brass 
and 

Iron 
Fittings 





Will Not Disappoint 


Hays Mfg. Go. 





12th and Liberty Sts. ERIE, PA. 































Sizes of Flow and Return Steam Mains}| 


Just published. It gives the current practice, by 30 heating engineers. Postpaid, 50 cents. DOMESTIC ENGINEERING, Chicago @ 
} 








BUFFALO RADIATOR 
COMPANY 


GENERAL OFFICE 


Room 72, Erie County Bank Building 
BUFFALO, N. Y. 


HEW YORE CITY OFFICE, 40 East 2ist St. 
CHICAGO OFFICE, 37 DEARBORN AVE. 


Will you not favor us 
with an opportunity to ex- 
plain why you ought to 
use The Buffalo two and 


three column Steam and 
Water Radiator? 

















BEFORE 


you place your orders for steam 
or hot water radiators, get our 
prices. Weare making a very 
fine quality of goods and the con- 
ditions under which we work are 
such that we can quote very low 
prices. 


The Reynolds Heater Co. 
WARSAW, IND. 
35 Dearborn Street, Chicago. 


John Maddock & Sons 


Coalport, Trenton, N. J. 


MANUFACTURERS OF 


Sie ee 


Steamship, Car Builders and Plumbers’ 
Sarthenware. Sanitary Specialties 
of Gvery Description. 





— 
oe eee 
“ “a 
« ‘ 


nme eg ew er ge ene rr ne en 


. oun ve + EE ’ 
* Hey ete + —— _ —— - 
’ ‘ ae ‘ = ni ae x & 
Seen a ~~ ~ ~ - —— So ee 
_— Bs > 
‘ ae Nip, 
: va « SS f 
pI sma Coe 
re : . SYS 
\ PRR He TEE ee: 





























_*Ul414eus *L °“H pue ea -a ‘0 4g ‘WSIHORZLVO ONIGWATA 








SOLVED BY THE x 

ee al 

BEAYER i 

DIE STOCK —l 

4" TO 2'' Pn ‘ ; eo 

a WITHOUT CHANGING DIES eaves Tum Z 
7 


Thread one end of a2 inch pipe all alone with the Beaver, then thread the other end 
with an ordinary stock (if you can). Then change dies in each stock tocut say l inch and 
note the tisie saved with the Beaver—these two points will surprise you. Use the 
stock 10 days and if you can afford to part with it just tag and return 


(Free trial from your jobber or us.) Dept. B, THE BORDEN COMPANY, Warren, O. 
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Well, Well, Well! 


Still waiting for that Fire Pot and I am paying 
for your time. Why don’t you get a good Fire 
Pot? There must be something better than 
that old thing. Jones, he is that bright up-to- 
date mechanic who works for Smith, says there 
is nothing like a Clayton & Lambert No. 1 Fire 
Pot. He saysa mechanic cannot afford to use 
anything else even if they cost nothing. Why don’t you profit by 
others’ experience? Don’t insist upon learning everything the hard- 
est way. Try aNo.1 Fire Pot. Jobbers sell at factory price, or we 
will ship direct upon receipt of $6.00. 


Saves Water Bills 


( a Where towns are metered this O.K.self- 
vo) closing ball-cock is a great economizer. 
f All waste is checked and bills greatly 
reduced. A few words to a customer 
on this feature should sell 
this ball cock easily. 


MO 8 WB er ik 
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EUREKA VALVE COMPANY 


19 HIGH ST., BOSTON CLAYTON & LAMBERT MFG. CO. 


Detroit, Mich. U. S. A. 





Remember E. STEBBINS MFG. CO., Springfield, Mass., guarantee all their brass goods 
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THE BRONZE POWDER WORKS Co. THE WORLD’S LEADING MANUFACTURERS OF 


BRONZE POWDERS for Radiator and Steam Pipe Work 
F ormerly CARL SCHLENK Write for samples 


cere te Factory: Elizabeth, N. J. 4 










































